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PREVENTIVE AND PROTECTIVE 
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YOU NEED NOT be concerned about retention in immediate dentures. A 
denture can be worn immediately after surgery with perfect retention, 
CTaTo MW AlialoltLm okollaMelm@eltidelialicla MiMi MIM lal-toMZi1all Gelaliclauileb al 42] ofelt=> 





A lining of Konformax Rebase in a, denture acts as a cushion” that is 
Tim a olsi lle MoM al-m oLolil-lalMmelale Mel ixeMelivolgolMelalitt:)olilal laeli-vailolameielas 
‘ining lasts from three to six months and can be added to at any time. 


Molaliolaanteb am.c-1 ololt-MT Me -To [Ole] | hYan-tailal-talmmeolall ololaile] (imei imela Mit] |Mte(-1a110]¢-s eae 
whether they be Acrylic, Metal or Vulcanite. Literature on request! 


ORDER THROUGH YOUR DENTAL SUPPLY HOUSE 




















The Publishers Corner 











By Mass Number 329 


SOME READERS WRITE 


HERE’S A LETTER from an old friend of ORAL Hyctene, Doctor 
Arthur T. White of Pasadena, California, about the September 
number. Arthur says he’d been going over the issue from front 
to back “hunting something to peever about,” but didn’t find 
much reason to complain. Even the September CORNER wasn't 
too bad. And he was particularly taken with Susan Bond’s article, 
“My Dentist Talks Double Talk.”” You may remember it was 
about patients like Susan being bewildered by their dentists’ 
vocabularies. 

According to Arthur, “Susan may have laid it on a little 
heavy, but altogether it is a good article and I commend her for 


it.” Susan’s article reminded Arthur of one of his pet peeves, 





“the word roentgenogram and all its intricate modifications.” He} p, 
adds: “Good old x-ray was good enough for the revered dis} |e 
coverer and it’s good enough for me.” It’s fun printing this{ }p; 
quote of Arthur’s because the CorNER has been feudin’ ant! ,,, 


fightin’ for years with OraL HycieNne’s editorial departmen! 
about their use of roentgenogram. They just love that word. Ah 


there, Ed! Ah there, Marcella! 


Arthur likes Doctors Smedley and Warner’s “Ask Orat Hr 


GIENE’ department; “kind of a post-graduate course every 
1882 
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month.” And “Laffodontia,” he says, gives him a chuckle or two. 
Bob Ketterer takes a bow for that job. “I suspect you know some 
hetter ones which you do not let them print,” Arthur remarks, 
then sends his “best love to all the staff.” 


* * 


Bob Kerr, Sr., of Detroit wrote too. Bob said he enjoyed read- 
ing Dean Moor’s Corner, “Silver Threads Among the Gold,” 
adding, “Isn’t it a great privilege to live a full span of life in 
this wonderful world and to be able to enjoy every minute and 


| grow old gracefully. I think “Silver Threads Among the Gold’ 


fits in with Henry Wadsworth Longfellow’s ‘Psalm of Life.’ ” 


x * * 


California again. A little spiel from Doctor Harry Tuckey 
|who’s been rusticating in the sunshine at Shallow Creek Farm 
near Orland. “A few years ago, one of the ranch hands had some 
dental work to be done, and since the poor devil had no money 
we decided to have him come down to ‘the city.” He’d never been 
ina ‘city —he had come from somewhere out in the hinterland 
of Missouri. To save time, I did the surgery; he was shuttled 
back and forth between two other chaps in the office for other 


‘| work. On the morning of the second day he ups and says: ‘Hey, 


Doc, when you get to thirty-seven and a half’s worth you better 
let me know!’ Of course, we weren’t going to charge him any- 
thing. Anyway, I thought this would make you laugh until I get 
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something else to bother you about.” 


* *K 


Another letter from California—from my sister Marjory 
Grubbs of Menlo Park. “If you need a topic for your CoRNER, 
write something about “The Gentlest Dentist.’ ’’ She’d had a 
tooth go bad, “one that gives you the old anvil chorus, and then 
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To a testing laboratory, Durallium’s high performance 

rating is merely figures taken from a series of tests and 

expressed in pounds per square inch... tensile strength, F 

112,200 LB./IN? .. . crushing strength, 242,200... 

elastic limit, 88,000. as 

To you, Durallium—outstanding chrome-cobalt alloy— s¢ 

has equally technical but more important dental N) 

significance in terms of patient comfort. The extra 

patient comfort is the result of Durallium’s resistance to la 

torque ... its maintenance of original fit even under or 

continuous stress ... and its resiliency, which reduces 

strain on abutment teeth. 

However, whether mechanically tested in a physics 

laboratory—and measured in terms of physical 

symbols—or subject to prolonged clinical use, Durallium 

offers this all-inclusive advantage: its physical 

characteristics make for maximum convenience in both OV 

preparation and use. ele 
acaclable Chrough your qualified Durallium taboratloy a 
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a jab. Wow! My new dentist had to give me three shots of novo- 
cain, and it was the first time in my life I never felt the needle. 
Of course, being me, the tooth broke in four or five pieces and he 
had to chisel it out. I never have had anyone be so careful; and I 
had no pain nor after-effects.” Marj is telling everybody about 
it. And that, children, is how practices are built. 


= 
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’ Doctor G. M. Terry down in Jefferson, Texas, scribbled a 
postal to get his address changed, says he didn’t want to miss 
any issues. “Guess I feel peculiar about a publication that “grad- 
uated’ when I did.” That was thirty-eight years ago. He promises 
to send some reminiscences for the CORNER. 


* -*K 


A dentist’s wife, Sari Webster Fabio, writes from Sarasota, 
Florida. Along with her husband, she says, she is “an enthusi- 
astic reader of ORAL Hyciene.” They’ve both been laughing at 
some of the experiences of other dentists reported in recent Cor- 
NERS. “They are so similar to our own!” Mrs. Fabio is a free. 
lance writer; maybe she will send something for this cul-de-sac 
one of these days. 


* * 


And here’s a long letter from an old friend of the department 
over East, too long for this month’s CoRNER which is getting 
closer and closer to the southern border of the last page. 

For years and years, ever since 1920, he’s been taking all 
“Fisorts of courses, despite a busy dental practice. Piano lessons it 
is now. “It certainly is fine at my age to be taking a new lease on 
life by learning something new.” Another time, the department 
‘ill tell about the doctor’s experience. 
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(Monocaine ) 
MONOCAINE HCL SOLUTION 14% with 
EPINEPHRINE 1 : 100,000 
£14 #8) Monocaine) My OP st Mi sk de ik TSAI ASCR MHRA, 
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} GUARD 
AGAINST PAIN 


nigmatic ..... exotic..... myste- 

rious China. Weird mixture of the 

very old and the very new. In the fields, millions 

of men and women laboriously push their crude 

plows in the same way their ancestors did more 
than 5,000 years ago. 


But, in the modern hospitals and dental offices 
—in Shangnai, in Canton, in Peiping, in Chung- 
king—Chinese patients enjoy blessed relief from 
suffering through the use of Mondcaine—the 
modern potent local anesthetic. 


Yes .....in China, as in practically every coun- 
try in the world .... . dentists and physicians 
depend upon Monécaine to bring swift relief 
from pain in all types of operative procedure, 
from simple extractions to major operations— 
whenever local anesthesia is indicated. 


Wherever and whenever Mondcaine is used, it 
is sure to produce profound anesthesia quickly 
and safely. 





NOVOCOL , CHEMICAL MFG. CO, INC. | 


2911-23 Atlantic Avenue, Brooklyn,7, N. Y. 
Toronto * London © Buenos Atres © Rio de lanetre 





























MAQULE... 


YOUR OWN STAFF OF THESE 
LABORATORY SPECIALISTS 





BOOS service gives you all the 
advantages of such a staff. There are 

no ‘all around”’ dental technicians. Each 
case, whether ordinary or involved, is 
entrusted only to specialists in survey 
and design, and to technicians 
especially trained and 
experienced in building 
restorations of the particular 
type indicated, 





Supervision 

by executives with 
complete understanding 
of case requirements 

and Dentists’ prescription 
is an integral part of thi 

‘ dependable 
\ capable and complet 
service; 














VITALLIUM PORCELAIN 
AND JACKET 
PORCELAIN CROWN 
PARTIAL 











REINFORCED ORTHO- CAST PRECISION 
ACRYLIC DONTIA VITALLIUM ATTACHMENT fy 
BRIDGE APPLIANCE FRAME CASE 


PORCELAIN aa 
TIP BRIDGE banned 











f Mailing boxes, label envelopes 
write TO BOOS For: ] and instruction blanks. 


All are available without charge or obligation. 


CLEAR PALATE 
ACRYLIC DENTURE 
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ng : 
ar To assure functional angfaesthetic satisfaction in acrylic 
d, dentures, BOOS techngcians utilize exact temperature 
and pressure controls for various stages in processing 
7 acrylics. Many of thé most advanced methods of Boos 
ith processing were déveloped by on-the-job specialists. 
ng Exact temperature and pressure control are but two of 
nts the many hidder qualities that go into the making of 
yn Boos dentures *of uniform and permanent density, 
hi strength and cdlor. 


Thousands of dentists assure themselves of satisfied patients by 
et sending their anses to BOOS. With fast modern trains and planes, 











ce BOOS in Mingeapolis is just overnight from your office. You—and 
your patients, too—can enjoy the extra benefits of BOOS-processed 
restorations simply by shipping BOOS. 
€ 
. : 
: 
CLEAR PALATE 
SIGN ACRYLIC a 
DENTURE 
ji 
| 
DENTAL LABORATORIES, INC. & 
808 NICOLLET AVE. © MINNEAPOLIS 2, MINN. 
iT BRVEY — | | 
SET-UP Branch Laboratories 
Medical Arts Building Equitable Building 
Duluth, Minnesota Des Moines, lowa 
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immerse Adapt in 
in Hot Water the Mouth 


INSTEAD 


oF THE | | 
USUAL Preliminary 
FIVE Impression 


STEPS 


2 3 4 
Impression Laboratory | Laboratory 


Delivered to Pours a Makes a 
Laboratory Model Tray 





Package includes 12 trays and \ = 
four detachable handles, an 
assortment to fit any case. 


In making full impressions, you can now eliminate one visit by the patient, cut 
down chair time and do away with three steps that waste time and cost you 
money.. all by using D-P ‘Tissue Rest’’ Trays. 


After they are immersed in hot water, “Tissue Rest’’ Trays can be quickly 
adapted in the patient's mouth. Easily trimmed or adjusted while warm, they 
become rigid when chilled. 


Intended for any full denture technic using cold materials, “Tissue Rest’ Trays 
are especially designed for D-P Alginate or Three-In-One Cream. 


Write for brochure on “Dry Mouth Technic” using alginates. Discover for 
yourself the simplicity, speed and remarkably accurate results obtainable. 








FOR SAFE DENTURE MIYGIENE, 
more dentists recommend 
POLIDENT than any other 
denture cleanser. It SOAKS 
dentures clean, eliminating 
the hazards of brushing and 
excessive handling. Tell your 
patients about POLIDENT— 
they’ll thank you for it! 





POLIDENT, DEPT. A-4, 8 HIGH ST., JERSEY CITY 6,N. J. 


POLIDENT 1S THE WORLD’S LARGEST SELLING DENTURE CLEANSER 





Easy to administer 
leasant to take 
Drompt to act 





A balanced saline 
combination which acts by 
simple osmosis to dilute fecal 


residue and produce soft 


fluid bulk... 


Stimulates peristalsis 
and promotes speedy but 
gentle evacuation. 


* Average dose 





















Product of BRISTOL-MYERS 
19 West 50 Street, New York 20, N. Y. 
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For the patient, use of Novocain-Pontocaine-Cobefrin 
will mean the difference between an appreciated 
professional service and a very painful experience. 
For you, *'N.P.C."’ will mean the difference between 
a thorough treatment and one hurried and perhaps 
incomplete, just to spare the patient. 


Periodontal treatments are often very painful procedures 
and in many cases can be carried out more 

effectively under local anesthesia. 

The duration of such treatments also calls for 

that deep, dense, long-lasting anesthesia which you can 
best obtain with Novocain-Pontocaine-Cobefrin. — 
In operative work where pain or discomfort is 
probable, let your first step be — 


Anetthdtins with NP. sd f 









DEEP Anesthesia, LONG-LASTING Anesthesia; WITHOUT ADDED VASOC 
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Novocal tocaine-Cobefnn 















Superb, new esthetics of the 
id Flexseal- built Vitallium case 
wef 34 are assurance to you and your 
Lei t patients that there need be 
ei | no checking that flashing 
ae smile, no need for control. 
iievvae ing facial expressions to 
j pene | conceal a poorly designed 

wf i iy i | partial denture. 
\i | ) Clasp design of Vital. 
| | lium appliances is 1 


case in point. There 
is new fineness and 


ra : i S| n m r. 
Flexsea ay { uniformity of taper, f 


delity to the contour of the 

clasped tooth, new in-built 

ale strength derived from the de 
\ | i \ , |, | \) formed patterns which makes possible 
sical aiitabiiieat tien ain clasps that show less metal, are strong, re 

ARE MEGISTERED TRADENAMES silient, with excellent functional long life 






signed excellence of Flexseal pre 








ONLY YOUR VITALLIUM LABORATORY CAN GIVE YOU THE ADVANTAGE OF A FLEXSEAL CASE 


AUSTENAL LABORATORIES, INC. 
NEW YORK + CHICAGO 
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Experience is the Best Teacher 


John William 
Ballantyne 


(1861-1923) 


proved it in 
obstetrics 


ALLANTYNE, in 

his early studies of 
anatomical and patho- 
logical conditions found 
in the new-born, sensed 
the value of routine pre- 
natal care in obstetrics. 
At the same time, other 
obstetricians were be- 
ginning to realize the 
necessity of greater at- 
tention during the ante 
partum period as a re- 
sult of their investiga- 
tions of eclampsia. It re- 
mained for Ballantyne, 
however, to be the first 
to establish a clinic for 
the expectant mother. 


EXPERIENCE IS THE BEST TEACHER 


IN CIGARETTES, TOO! 


Smokers who have tried and compared many 
different brands have found that Camels suit 


them best. 


Try Camels. See if your own taste doesn’t 
appreciate the rich, full flavor of Camels. See if 
your own throat doesn’t welcome Camel’s cool 


mildness. 


Let your own experience tell you why, with 
scores who have tried, Camels are the “‘Choice 


of Experience.” 


According to a Nationwide survey: 


JMfore Doctors Smoke CAMELS 


than any other cigarette 


In a nationwide survey by three independent research organizations, 113,597 doctors were asked 


to name the cigarette they smoked. More doctors nained Camel than any other brand. 
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| FORMULATED TO MEET SPECIFIC DENTAL REQUIREMENTS ] 
































Nos. 900, 820, 13, 3 are our top grade inlay and partial 


golds and meet the most critical de- 
mands of casting alloys for these res- 








CASH OR CREDIT torations. Each is a practice-proved, 
FOR YOUR SCRAP custom-built alloy, which means each 
a Se? SS was developed expressly for and offers 
new gold or merchandise. We ° . ° 
will fassay or estimate, which- the particular physical properties 
ever is to your advantage. Send ‘ 
h your dealer or direct. developed to the maximum for the 


+Five ounces or over. 














applications recommended for it. 


Onder SS lbhite Casting Golds tf) 4 


OVER A CENTURY OF SERVICE TO DENTISTRY 























THE $.S.WHITE DENTAL MFG. Cé¢é 
211 South 12th Street, Philadelphia 5, Pa. 























FOR INLAYS... 


*SOFT TYPE A—Coin gold color. For gin- 

N 900 gival and small occlusal inlays, subject to 
0. little stress. 

*MEDIUM HARD TYPE B—Light coin 

gold color. For inlays, pontics, crowns, pos- 

0. terior abutments, subject to moderate 


stress. 





*HARD TYPE C—Dark coin gold color. 
For hard inlays, thin % crowns, backings 
with incisal angles over facings, slice prep- 
arations, pontics, anterior bridge abut- 
ments, subject to hard stress. 


*Comply with A. D. A. Specification No, 5 


~~ FOR PARTIAL DENTURES 


**Extra Hard—Rich gold color. Meets the 
exacting requirements for partial dentures 
and all types of clasps and bars, fixed and 
removable bridges; also % crowns with 
thin walls, M. O. D. inlays, cast cusps, 
when these restorations will be subjected 
to severe stress. 

It is soft in the quenched state for ciasp 
and bar adjustment and responds beauti- 
fully to heat treatment. It casts the way 
you like it and does not develop accidental 
brittleness during slow cooling. 


**Extra hard gold for which no A. D. A. Specification has been set 








FINE, 
DOCTOR 


1. Freedom from Fear of 
Post-Operative Infection 








3. Pride of Ownership 


2. Performance of a Service 


Most purcnaseEs are motivated by only one of the above factors 

. all three figure in your purchase of a PELTON FL AUTO.- 
CLAVE. In rendering the primary service of sterilization, the 
PELTON offers the ultimate in positive destruction of spore- 
bearing bacteria. Thus, it alleviates the fear of post-operative 
infection. You will be proud to own it, too, separately or in com- 
bination with cabinet and 14-inch recessed instrument sterilizer. 


Ask your dealer about delivery. 


Pp 4 : 


PROFESSIONAL EQUIPMENT SINCE 1900 
E PELTON & LRANE CO., - BETEOIT 2. MICA. 





Giant snow-ploughs pile the great 
drifts high against abandoned cars. 
The blizzard buries the city under 
FF pememaren * a beautiful but damaging white blan- 
ALLOY ket, disrupting power lines, paralyzing 
, traffic, shutting down schools, plants 

and offices. 
In a smaller way, Nature’s physical 
forces may become destructive, affect- 
Complies with : , : | 
A.D. A. Specifications ing the crystallization of amalgam, 
No. 1 Filings suitable for causing filling failures. You can min#- 
alloy-mercury gauges mize these effects by using Minimax 
Alloy No. 178—the alloy that is fabri- 
cated to resist the variables encountered in mixing, 
packing and polishing. This definitely superior alloy is 
made to comply with all specifications in your hands 
employing your preferred every day technic. ... You'll 
like Minimax’s smooth responsiveness, the fact that it 
allows ample time for condensation, remains work- 
ably plastic yet sets rapidly enough to permit carving 
without delay. Buy Minimax for maximum satisfaction. 


For best results, mortars and pestles should be occasionally resurfaced. 
Over long ee eriods, they wear smooth . ecome inefficient. As a con- 


venience, Minimax provides FREE with every bottle a handy envelope 
of Abrasive Resurfacing Powder. 


THE MINIMAX COMPANY 
5905 N. Clark St., Chicago 26, Ill. 





DEE GOLD 


FOR EVERY DENTAL NEED 


The family of Dee Golds is complete . . . casting golds for 
the finest of partials and graduated golds for exacting in- 
lay work. Each type is scientifically compounded and pre: 
tested for uniform quality and elemental balance. 


Thus, you may order a dependable Dee Gold, any time, 
anywhere, to meet both the physical and price require- 


ments of every patient. 








GENERAL OFFICES AND PLANT REFINERS & MANUFACTURERS 
1900 WEST KINZIE STREET.. qd .. CHICAGO, 22,1LLINOIS 

























® 
Kolynos, too _ 


puts pleasure in a daily chore 
































Let that distinctive, tangy Kolynos taste give those 


“brush-your-teeth”’ instructions an invaluable assist. 
Once a patient has discovered how Kolynos makes a session 
with the toothbrush a delightfully refreshing experience, 
conscientious tooth care is no longer an annoying, 
conveniently forgotten chore. 

Yes . . . safe, efficient Kolynos is indeed a dentifrice 
it pays to remember. 
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WHITEHALL PHARMACAL COMPANY 
22 E. 40th St., NEW YORK 16, N. Y. 























thronic Vincent’s infection of 5 years’ 
juration. Despite continuous treatment 
luring that period, there was — 
of bleeding gums, pain and malodor. 


Following one month’s treatment with 
Chloresium dental therapy — there was 
no swelling or bleeding, no pain, no odor. 
The tissue was eal Patient dismissed. 


In Chronic Vincent’s Infection— 


CHLOROPHYLL HEALED 


where other methods of treatment failed 


The case shown above is typical of 
undreds which proved stubbornly re- 
istant to all forms of treatment until 
hloresium therapeutic water-soluble 
hlorophyll dental preparations were 
sed. And the record shows that an 
verwhelming majority of them not only 
sponded rapidly to chlorophyll therapy, 
thealed in relatively short time. 

Clinicians* have found Chloresium to 


Chlorestum 


Therapeutic Chlorophyll 


Dental Preparations 


ntal Ointment—Solution (Plain)— 
both Paste ... provide unusually 
pid healing. Deodorize malodorous 
al conditions. Stimulate normal 
sue growth. Control superficial in- 
ction. Give prompt symptomatic 
lief. Nontoxic, bland, soothing. 





For home treatment—The regular use 
of Chloresium Tooth Paste supplements 
professional care in helping to stimulate 
normal tissue tone, deodorize oral con- 
litions and maintain healthy oral hygiene. 





ETHICALLY PROMOTED 
AILABLE AT LEADING DRUGSTORES 





be far more effective than other agents 
in the treatment of Vincent’s infections, 
pyorrhea alveolaris (before and after 
curettement), dry sockets, osteomyelitis, 
gingivitis and other acute and chronic 
periodontal inflammatory processes. 


Try Chloresium on your 
slowest healing case 


We invite you to try Chloresium Dental 
Ointment, Solution (Plain) and Tooth 
Paste on your most resistant case for 
any condition which calls for accelerated 
healing. Mail coupon below. 


*“Chlorophyll in Dentistry” contains complete reports. 


FREE: MAIL COUPON 


pao 


RYSTAN COMPANY, INC. 
Dept. DH-6 
7 N. MacQjuesten Pkwy., Mt. Vernon, N. Y. 


Please send “‘Chlorophyll in Dentistry,” a 
review of clinical papers with explicit direc- 
tions for Chloresium dental therapy——and 
professional samples. 





Dr. 
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The Cate of the 
TELLTALE TASTE 


@ Once little tongues have savored Vi-Daylin’s citrus- 
like flavor, this palatable multivitamin liquid is 
much in demand. Its citrus-like odor and lemon- 
honey appearance are as attractive as its taste. 
One 5-cc. teaspoonful of this homogenized 
mixture contains the minimum daily require- 
ment of vitamin A for a child from 1 to 12 
years old, twice the minimum daily require- 
ments of vitamins D, C and thiamine, and 
supplemental amounts of riboflavin and 
nicotinamide. @ Vi-Daylin pleases 
mothers too. Administers from the 
spoon for children old enough to take 

it this way or, for, infants, mixes 

with cereal, milk or juices. Stable 

at room temperature. Has no — 
fishy odor. Make it easy for 

the mother and pleasant for 

the child. Prescribe Vi-Daylin 

for your next little patient 

who requires vitamin supple- 
mentation. At pharmacies 
everywhere—in 90-cc., 8- 
fluidounce and 1-pint bottles. 

ABBOTT LABORATORIES, 

North Chicago, Illinois. 



























































VI-DAYLIN 


(VITAMINS A, D, By, By, C AND NICOTINAMIDE IN LIQUID FORM) 











esearch Halocast is a moderately- 
iced gold that casts with extreme ease 
Abnd produces clean, dense, castings, free 
||fom pits or porosity . . . Because it pro- 
| IBuces smooth castings and because of its 


|| Pardness, it may be readily polished to a 


|Pighly brilliant finish. 


i esearch Halocast may be used for 
\IPridges, bars, clasps, saddles, etc. Halo- 


\\IRast is one of the several types of Re- 


earch Casting Golds, each scientifically 
| mormulated to provide balanced physical 
Properties. 


ou'll find a type of Research Casting 
mold to suit each particular requirement. 
fite for our chart describing the physical 
Operties of all Research golds! 





=PRECIOUS METALS= 


230 WEST 4159 ST., NEW YORK 18, N. Y. 
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HALOCAST 











**, . . « The prophylactic use of penicillin 






tends to reduce postoperative 






inflammation of the oral mucous 









membrane and the incidence of infection 






... There is less postoperative pain 






and healing is more rapid.” Faier, A.D.: 






The Prophylactic Use of Penicillin in Dental 
Surgery. Dental Digest, 153:336, July, 1947. 















For either prophylactic or therapeutic purposes, Bristol CRYSTALLINE 
PENICILLIN G TROCHES with Benzocaine provide an efficient means for 
controlling intraoral infections due to penicillin-sensitive organisms. 
Inserted into the buccal sulcus, the troche dissolves slowly, directly bath- 
ing all accessible mucous membranes with an effective and prolonged 
concentration of penicillin. In the presence of painful, inflammatory or 
traumatic mouth lesions, the local anesthetic effect of benzocaine will be 
found especially desirable. 

Each pleasantly flavored troche contains 5000 units of Crystalline 
Sodium Penicillin G, and Benzocaine, 5 milligrams. They are available 
from your usual source of supply in bottles of 20. 
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“I have had several compliments on the “Histacount” and have recom- 
mended it to several doctors. And, I appreciated it most of all when 
I filed my income tax report. The federal tax man said it was the 
finest, most complete little outfit he had ever come in contact 
with - - - - quite a compliment, I thought.” April 28, 1948 


Dr. C. R. COLLINS, 112 N. Indiana Street, Warsaw, Indiana 


"The HIISTACOUNT Sostem 


What the federal tax man told Dr. C. R. Collins** is what every ex- 
pert accountant says. It’s what thousands of doctors say who have 
used “Histacount” five, ten or more years, and what they put into 
similar little “from the heart’ notes with each re-order. You'll feel 
the same way once you use “Histacount’’. 











**Dr. C. R. Collins is a real live doctor and he wrote the above to us 
without solicitation. It is only ome of MANY hundreds such letters. 


7 Most Tntenesting 
FREE BOOKLET 


It tells the “Histacount” story in 
a words and pictures; it will eliminate 

HISTACOUN A | bookkeeping and tax problems; tells 
Sy a you your financial status at all times; 

TEM Hise. what you earn, collect, spend. You'll 
de be -amazed at what “Histacount” can 

do for you; how easily, with what 
little work and for how little money. 


USE THE COUPON. 


| re, 
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| PROFESSIONAL PRINTING COMPANY, IN 














: 15 E. 22nd St., New York 10, N. Y. 

[ Gentlemen: Send me the 16-page 814” x 1 
| booklet on the “Histacount” Bookkeepin 
" System. No obligation. 
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4HISTACOUNT iS ALSO AVAILABLE AT 
YOUR LOCAL SUPPLY HOUSE 





GOLD COLOR 
per dwt. $2.10 TYPE A 
SOFT 


A superb gold for one-surface 
inlays. Has a high degree of 
burnishability. 


TYPE C 
HARD 


JELENKO 


286. 6. Pat OFF 


GOLD COLOR 
per dwit. $2.20 


Very hard and strong, assuring 
long, enduring service under 
heavy occlusal loads. 


) Marufacturets of Dental Golds & Specialties < 
136 West 52nd Street > New York 19, USA 
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GOLD COLOR 


per dwt, $2.00 _YPE B 


MED. HARD 


Wears well and holds its form 
under all normal service, yet 
is easily burnished. 


TYPE C 
HARD 


JELENKO 


GOLD COLOR 
per dwt. $2.10 


Combines Type C hardness and 
strength with Type B burnish- 
ability and working qualities. 
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BROAD PROFESSIONAL ACCEPTANCE OF 


Forhan’s . 


for supplemental home use in 


GINGIVITIS 
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Impartial practicing dentists gave individual exami- 
nations to 1048 patients. 795 were found to be Gingivitis 
cases. 564 were first given prophylaxis. All were in- 
structed to massage gums with Forhan’s toothpaste. 


Gratifying Results in 30 Days! 


After 30 days, 95%. of the Gingivitis cases showed 
marked improvement, and 100% of those with healthy 
gums had maintained them in normal condition! In 
view of these results, may we depend upon your 
continued acceptance and = Alonctinen, nese of Forhan’s 
with massage as a between-visits home adjunct to 
professional treatment in Gingivitis? 


conn Ciiail 


Vn Se eT 0 SUE Ie OnE 


=~" FOR CLEANER TEETH AND GUM MASSAGE \ 


eee EE —EEEEee cliente 






Forhan Division, Zonite Products Corp. “| 
New Brunswick, N. J. 


SPT uti Please send free samples for patients. 
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Picture of the Mouth 


A NEW TYPE of dental health recordings made by motion picture stars 
and radio entertainers under the direction of the Southern California 
State Dental Association are tried out at the American Dental Associa- 
tion Meeting in Chicago. Left to right: James Robinson, Los Angeles, 
Executive Secretary of the Southern California Association; R. Mott 
Erwin, Jr., Portland, Oregon, Past-President of the American Society of 
Dentistry for Children; and Alfred E. Seyler, Detroit, President of the 
same organization. (See page 1920.) Photograph by Howard A. Hart- 


man, D.D.S. 


Ten dollars will be paid for the picture used in this department each 
month, Send gloss prints with return postage to ORAL HYGIENE, 
708 Church Street, Evanston, Illinois. 
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This practitioner's program of 
dental maintenance for his 
patients has resulted in a 


large and gratifying practice. 





Preventive 


and Protective 





Dental 


Maintenance 





By E. L. KIRSCHBAUM, D.D.S. 
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APPROXIMATELY seventy thousand 
dental practitioners in the United 
States are rendering adequate den- 
tal service to only about 20 to 25 
per cent of our entire population 
of 140,000,000 people, yet all of- 
fices have long waiting lists of pa- 
tients seeking dental!service. What 
is wrong with our present ap- 
proach to a complete dental health 
service ? 

Our present approach to dental 
health care places too much stress 
on the technical restoration of the 


mouth rather than on the pre- 


ventive and protective phase after 
the mouth has been restored. Our 
fine teaching institutions, research 
men and clinicians throughout the 
country, and the millions of dol- 
lars that are being spent annually 
on giving the profession every 
means available to produce the 
finest dentistry in the world, are of 
great value. We all admire that 
beautiful gold inlay, amalgam res- 
toration, or bridge, but do we have 
any plan to prevent the loss of that 
tooth or bridge, or any plan to pro- 
tect that tooth? 

While attending a dental meet- 
ing this spring, I listened to a 
clinic presented by a dentist who 
has done much forthe profession. 
He is outstanding~in the field of 
amalgam and inlay restorations. 
At the end of his clinic he showed 
the group an inlay restoration in- 
vested in a human tooth. This in- 
lay had seen fifteen years of serv- 
ice in the mouth and was still in 
excellent condition. It was a work 
of art and a credit to the profes- 














December, 1948 


sion. Yet the tooth that should 
have been in the patient’s mouth 
was mounted on a small pedestal 
to portray fine craftmanship that 
gave fifteen years of service. The 
distal was destroyed by dental 
caries which had entered the pulp 
chamber. 

Who was at fault, I do not 
know; but if this dentist had a 
plan to protect that tooth he is not 
guilty. If he did and the patient 
ignored the plan of protection, the 
guilt rests with the patient and the 
dentist discharged his professional 
responsibility. 


Dental Cripples 


Dental caries is common to all; 
few persons are immune. The per- 
son who has never had dental 
caries up to 60 years of age can 
develop it, although this is unlike- 
ly. The onset of caries may be 
gradual and continue slowly over 
the years, or the disease may ap- 
pear early and continue with great 
rapidity. In either case, the result 
to patients is loss of teeth and 
broken or impaired health. These 
persons are our dental cripples. 
Protect them and you prevent this. 

It is these dental cripples whom 
we are trying to help in our dental 
offices. The mouth is restored and 
the patient discharged. In a few 
years he returns and we start all 
over again. Perhaps several more 
teeth are lost and another bridge 
or partial denture is inserted. The 
patient is upset because of more 
lost teeth and another large dental 
bill. A few more of these experi- 
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ences and the patient is ready for 
dentures. 

The time and effort spent on one 
bridge would take care of several 
patients requiring simple restora- 
tions. Prove to the patient that 
dental maintenance is cheap health 
insurance, but delayed or neglect- 
ed dentistry is expensive. 

We as members of the dental 
profession should discharge our 
responsibility to our patients by 
the proper approach to dental 
health. This approach can be ac- 
complished only by correct and 
accurate diagnosis, restoration, 
and regular dental treatment; sum- 
med up in two words, common- 
sense dentistry. 


Plan of Treatment 


Let us start with the child 21%4 
to 13 years old, for here is our 
principal source of dental disease. 
It is known to the profession that 
in the 5-year age group 90 per cent 
have caries and have lost one tooth. 

The first appointment with the 
patient consists of a routine pro- 
phylaxis, brushing instructions, 
and the presentation of a brushing 
kit. A clinical examination is given, 
exploring pits and fissures for 
caries; bitewing and other neces- 
sary roentgenograms are taken. A 
dental health talk is given in a 
few simple words to the mother; 
explaining the importance of diet, 
the place of sodium fluoride in re- 
ducing caries, and any malforma- 
tions that might exist or need ob- 
servation, if she has not had pre- 
vious instruction.. This first ap- 
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pointment is a fjne introduction 
to dentistry for the small child. It 
is at this age, with parent coopera- 
tion, that we can prevent dental 
cripples and start a real preventive 
and protective health program for 
the child at a minimum cost. 

This preliminary treatment can 
be given and explained by your 
dental hygienist if you are one of 
those fortunate practitioners who 
has a hygienist in your office. She 
can save the dentist much time that 
can well be spent on restoring 
teeth. I hope the time will be soon 
when the hygienist will be well 
known in the field of dental health, 
and we will have more of these rare 
persons so that every office may 
employ one. 

The child is now given the ap- 
pointment for his restoration pro- 
gram. This program is divided in- 
to two phases. First, the hard tis- 
sue program, which consists of 
restoring tooth structure, remov- 
ing necessary teeth, inserting space 
maintainers if prescribed, and re- 
storing the mouth to a healthy con- 
dition. The second phase in the 
child’s program consists in the 
observation of manifestations of 
malconditions for orthodontics, or 
too long retention of primary teeth 
that may lead to malconditions. 

We are now ready to guide the 
child to adulthood in dentistry. 
This is the most important point I 
wish to bring out. When the child 
has twenty-eight permanent teeth, 
not counting the third molars, he 
is dentally mature. If there is loss 
of teeth now, Nature will not 
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replace them with a third set, 

Let me mention another fac 
that is known to the dental profes. 
sion. In the 15-year age group 48 
per cent show the loss of one per. 
manent tooth. Already at the age 
of 15 years we have 48 per cent of 
our children, or let us call them 
young adults, coming to our off. 
ces as dental cripples who will go 
the rest of their lives as such. To 
me this is a dental catastrophe, 
and it can be avoided. 








Office Records 


Now let us return to our chil 
214 to 13 years of age whose pre. 
liminary treatment has been con. 
pleted. He is classified in our of. 
fice. If no permanent teeth have 
been lost, his file folder and recall 
card are in blue and segregated in 
the filing cabinet. In other words, 
the noncripples are separated from 
the cripples in the files so that we 
can give the attention required by 
each group. 

The records for the dental crip 
ple or any patient who has lost one 
or more permanent teeth are filed 
in the same manner with the fold. 
ers and recall cards in red. We are 
just as interested in this patient 
and give him the same opportunity 
to have dental health maintenance 
to prevent further loss of teeth. 
This file or list of patients is a 
heavy potential for bridge or par. 
tial prosthesis. 

These patients are now placed 
on our preventive program and re 
called to the office at four- to six 
month intervals as the need may 
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be. This is done through a month- 
ly card index system, and each 
month the recall notices are pre- 
pared for mailing. We mail about 
one quarter each week and the pa- 
tients telephone for their appoint- 
ments. 

This is an excellent patient con- 
trol, and our appointment book is 
only scheduled one week in ad- 
vance instead of one month or one 
year as in some offices. 

Let us now consider the adult 
dental patient, the patient 13 or 
more years of age. This routine is 
much the same as for the child pa- 
tient except that we have soft tissue 
problems with which to contend. 

The first appointment is the 
same except that we may have a 
periodontal condition beginning 
and, therefore, we use instrumen- 
tation in giving the prophylaxis. 
We look for any tissue breakdown 
and protect against any soft or 
bony tissue disease because of cal- 
culus deposits, overhanging res- 
torations, or traumatic occlusion. 
Here again the mouth is put into a 
clean, healthy condition before op- 
erative or restorative treatment is 
begun. 


Recall System 


This patient is also classified and 
given the opportunity to be placed 
on a recall system. 

There are various methods of 
placing the patient on a recall sys- 
tem. We merely notify the patient 
by card that he may call the office 
for an appointment for his pro- 
phylaxis and examination. This 
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gives me the interested patient. I 
tell the patient we are only inter- 
ested in the patient who is seeking 
dental health. This builds a fine 
practice in which the patients re- 
turn with clean, healthy mouths. 

No program will be 100 per cent 
satisfactory, and we drop the pa- 
tient who does not return rather 
than continue to mail notices. This 
keeps our files active. 

If a patient drops and then re- 
turns of his own accord, he is treat- 
ed as a new patient. If we cannot 
give him an immediate appoint- 
ment, he is placed on the waiting 
list to be called when we can take 
him. 

After the recall patients have 
been given dental service, we then 
call in new patients who are on the 
waiting list. We take as many as we 
can each month. When they have 
been completed they are given an 
opportunity to become part of our 
preventive practice. 

We have one hour each day left 
open for emergency treatment. 
During this time-we take patients 
having difficulty. They are render- 
ed emergency care until we can 
give them appointments. 

There are about one thousand 
one hundred patients under active 
care on this program. If 70,000 
practicing dentists would follow a 
program of preventive dentistry, 
from 50 to 60 per cent of our en- 
tire population would receive ex- 
cellent dental care at a minimum 
cost instead of only 20 to 25 per 
cent receiving adequate dentistry. 

A program of this nature can be 
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practiced in part or as a full-time 
practice. We devote our entire pro- 
gram to preventive dentistry and 
dental maintenance. Full dental 
prosthesis was dropped about five 
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ORAL HYGIENE AWARD 


This article by E. L. Kirscupaum, 
D.D.S., has won the $100 Ora Hyciene 
award for the best feature published 





: this month. 
years ago because we have no time 


to devote to this service. ° FF 29 a°-R 2 @ 

Dentistry is fighting a hard bat- 
tle to reach more people that they 
may have their hearing ability de- 
fended, their smiles made brighter, 
their speech made clearer, their 
breath made sweeter, their systems 
made healthier, and their lives 
longer. 

With more preventive and pro- 
tective dental programs, 70,000 
dentists, | believe, would really en- 


joy going to their offices each day, 
would have better health and less 
fatigue, and would have years add- 
ed to their lives. Fewer patients 
would be the victims of dentures, 
and more patients could look for- 
ward to dental health and added 


years of life. 


116 East Superior Street 
Alma, Michigan 


SOUTHERN CALIFORNIA GROUP PREPARES 
DENTAL HEALTH RECORDINGS 


THE SouTHERN California State Dental Association has prepared a 
group of recordings directed specifically to adolescent children; point- 
ing out the danger of excessive consumption of carbohydrates. Promi- 
nent motion picture stars and radio entertainers have donated their 
time and talent to this public health project, and the recordings have 
been made at cost of materials. Records by Bing Crosby, Bob Hope, 
Amos and Andy, Robert Taylor, Cornel Wilde, and Tony Martin, are 
already available. Adolescent children will listen to a health story from 
these people; especially as they carry their screen or radio characters 
into the recordings and avoid being ponderous. A similar talk from their 
family dentist would go unheeded. 

The first presentation of the recordings, made before several associa- 
tions at the American Dental Association Meeting, met with an en- 
thusiastic response. The project was originated by Doctor C. Albert 
Moss, Chairman of the Council on Dental Health of the Southern Cali- 
fornia Association. It was developed and arranged by Doctor Charles 
Pincus, who was assisted by James Robinson, Executive Secretary of the 
organization. These recordings have been approved by the Council on 
Dental Health of the American Dental Association, through which they 
will soon be available to the profession, 
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So You Kuow Something 
lout” Dentistry! 
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QUIZ ILI 


(a) 90 per cent, (b) 64 per cent, (c) 31 per cent, of impacted cus- 
pids are found on the lingual or palatal surface of the alveolar 
Ee: See ee nena ee ne Whee renee 


. In the maxilla, the labial and buccal plates absorb (a) much faster 


than, (b) approximately the same as, (c) much slower than, the 
lingual plates in edentulous areas. ...........0 ec eeececcceeees ° 


. Are silicate cements soluble, tending to disintegrate in the mouth 


TT EPI OR SAAS Kove RT ee ene gee ANG EON TOTES NG TSE Ame Ra Pri 


. The pH of a freshly prepared solution of procaine hydrochloride is 


rae a wee ee Oe Be ois was beds cba e eed ew eo ee ee 


. Amalgam may be removed from diamond points by (a) soaking 


points in warm saline solution, (b) putting points in mercury, (c) 
thoroughly scrubbing points with strong soap. .............000 


. Including the mandible, the skull is made up of (a) 22, (b) 24, (c) 


ose ak tn sh os cs e-ink a ae as 


. True or false? Bone serves as a calcium reservoir, but the enamel 


and dentine cannot be so regarded. ........cccccccccccccccvece 


. Do women have an apparent greater aversion to removable pros- 


I a ll a ae 


. The ideal gingival sulcus (crevice) is (a) 0—1 millimeters, (b) 1— 


2 millimeters, (c) 2—3 millimeters, (d) 3—5 millimeters. ........ 


What is the appearance of restorations made of nonfluorescent acryl- 
ic resins in (a) sunlight, (b) under ultraviolet light? ........ eeee 


FOR CORRECT ANSWERS SEE PAGE 1952 
1921 


HT 


\ 


c 


or Hesitate? 


aid ’ ~“ 
f J + 
; * ' 
1\ \ 
.\ N 


Ce 
~~ 

, 
yy en 














\ 


ate 








1922 


By BURKE WwW. FOX, D.D.S., 


IN A RECENT magazine article! 
F. A. Bull, D.D.S., M.P.H., urged 
the dental profession to recom. 
mend the addition of one part per 
million of fluorine to public water 
supplies. This is recommended 
despite the fact that he refers to 
The Journal of the American Den. 
tal Association as stating that “it 
has not been established” that this 
will definitely reduce dental caries, 
A careful search through the 
literature has revealed several 
similar recommendations, but not 
one claims that sodium fluoride 
added to water supplies is a proved 
agent in reducing caries. 

There is certainly enough evi- 
dence in favor of this theory to 
justify a thorough testing, and | 
believe such adequately controlled 
experiments as those now under 
way at Newburgh, New York; 
Grand Rapids, Michigan; and 
Evanston, Illinois, should be en. 
couraged. However, if we are 
scientists, should we not try all 
possible tests to prove or disprove 
this theory before endorsing it 
universally? Are there no ques 
tions needing to be answered? 

The caries control committee of 
the Michigan Workshop, reported 
in the January, 1948, issue of The 
Journal of the American Dentd 
Association that this  statemen 
made in 1942 remains true today: 
“There is no direct evidence 





1Bull, F. A.: Should Fluorine Be Added to Publi 
Water Supplies? Dentat Dicest 54:346 (Av 
gust) 1948, 




















This dentist recommends caution in the use of fluorine therapy 


until further scientific evidence is available. 


demonstrating whether or not the 
addition of fluorine to a fluorine- 
free community water supply will 
decrease the incidence of dental 
caries in the community.” 


Fluoride Areas 


Statistics gathered by the U. S. 
Public Health Service after ex- 
amining approximately fourteen 
thousand school children in natu- 
ral fluoride areas, when compared 
with other cities, indicated a lower 
rate of caries in the fluoride areas. 
Other investigators have not al- 
ways been in agreement. Cheyne 
and Boyd, in the Journal of Pedi- 
atrics, reported: “There was no 
evidence that the current consump- 
tion of water containing submot- 
tling amounts of fluoride had less- 
ened caries progress in children 
whose enamel was free from mot- 
tling.””* 

The Smiths of Arizona Univer- 
sity, at St. David, Arkansas, (flu- 
orine content, 1.6 to 4.0 p.p.m.) 
found the caries rate among chil- 
dren in line with that found by the 
U. S. Public Health Service, but 
found the teeth of adults in the 
area abnormally diseased. I should 
like to see figures on adult teeth in 
some of the areas with only 
1 p.p.m. of fluorine in the water. 
The Smiths’ report in the Ameri- 
can Journal of Public Health' 
should be studied. 

There are several references in 
the literature to increased perio- 
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dontal disease in fluoride areas, 
but I have seen no accurate statis- 
tics. This increase may be slight, 
but I should like to know what 
amount it is. 

Fluoride area statistics show 
only a slight reduction in caries 
of posterior teeth, but about 90 per 
cent reduction in upper anteriors. 
Does the beneficial effect of fluor- 
ides result from surface contact or 
ingestion? If from surface con- 
tact, then why should we swallow 
a substance which has even the 
slightest possibility of being toxic? 

The reduction in caries among 
children in natural fluoride areas 
was figured by comparison with 
other cities which did not have 
fluorine in their water. However, 
recent investigations by Klein in 
New Jersey led him to state that 
some cities seem to have in their 
water a factor which accelerates 
decay. If this should prove true, 
all cities with water containing this 
accelerator will have to be thrown 
out of the control list. When this is 
done, the comparison may not be 
nearly so favorable to the fluoride 
areas. In fact, if Klein’s new theory 
is true, we may in a few years be 


“The Michigan Workshop on the Evaluation of 
Dental Caries Control Technics, J.A.D.A, 36:3 
(January) 1948, 

3Boyd, J. D., and Cheyne, Virgil: To What Ex- 
tent Does Fluorine Ingestion Lessen Tooth De- 
cay? J. of Pediatrics 29:293 (September) 1946. 
‘Smith, M. C., and Smith, H. V.: Observations 
on Durability of Mottled Teeth, Am. J. Pub. 
Health 30:1050 (September) 1940. 

‘Klein, Henry: Dental Effects of Accidentally 
Fluorinated Water: I. Dental Caries Experience 
in Deciduous and Permanent Teeth of School Age 


Children, J.A.D.A. 36:450 (June) 1948, 
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urging cities to purchase equip- 
ment and supplies to eliminate this 
caries accelerating factor rather 
than urging them to add fluorine. 


Fluorine Toxicity 


Doctor Bull brushes aside the 
possibility of fluorine toxicity by 
stating that millions have drunk 
water containing fluorine for many 
years with no ill effects, and that 
there is no difference in natural 
fluorides and the artificial addition 
of sodium fluoride. 

Certain experiments have been 
made to test the toxicity of fluor- 
ides, but these are not conclusive. 
McClure’s check on fracture rate 
was made among young soldiers, 
the cream of young manhood, 
which might not be a picture of the 
entire population.® McClendon and 
Foster tested fluorapatite.‘ But this 
experiment was of doubtful value 
since fluorapatite is almost insolu- 
ble, even in acids, so is eliminated 
by the body without storage. 

It is stated that there is no dif- 
ference in natural fluorides and 
those added artificially. However, 
many of the statistics refer to wa- 
ter containing calcium fluoride, 
which is much less toxic than so- 
dium flaoride, because it is less 
soluble. 


Buffering Elements 


There is also the question of 
buffering elements. We all know 
that acids can be neutralized with 
soda. Sodium fluoride can be “neu- 
tralized” by calcium carbonate or 
magnesium oxide, The water anal- 
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ysis of some of the natural fluor- 
ide areas shows that these buffer- 
ing compounds are present in the 
water. 

The buffering effect was shown 
in an experiment by Smith and 
Shaner.® Double the lethal dose 
was given to two laboratory ani- 
mals with fatal results. This double 
dose was given to another two, but 
with the addition of an equal 
amount of calcium carbonate, 
These animals showed no ill ef.- 
fects. So the argument that mil- 
lions have drunk water containing 
calcium fluoride or even sodium 
fluoride, if the water also contained 
these buffering elements, does not 
mean that sodium fluoride without 
these buffers is entirely safe. The 
experiment at Newburgh is giving 
special attention to the question of 
the toxicity of sodium fluoride in 
small amounts. 

Many drugs, highly beneficial to 
most, are still dangerous for some 
few. Even the sulfa drugs and peni- 
cillin cause unfortunate reactions 
in some patients. We should be 
cautious about recommending the 
universal use of fluorine until we 
are sure it is safe for everyone. 

Pasteur was severely criticized 
for not immediately giving the re- 
sults of his experiments to the pub- 
lic, but he tested and retested for 
6McClure, F. J.: Fluoride Domestic Waters and 
Systemic Effects: I. Relation to Bone-Fracture 
Experience, Height and Weight of High School 
Boys and Young Selectees of the Armed Forces 
of the United States, Public Health Rep. 59:1543 
(December 1) 1944. 
7McClendon, J. F., and Foster, W. C.: The Non- 
Toxicity for Adults of Flourine in Tooth Powder, 
J. Dent. Research 25:183 (June) 1946. 

Smith, R. R., and Shaner, E. O.: Effects of Buf- 


fered Lethal Doses of Flouride on Guinea Pigs, 
J.A.D.A, 31:1483 (November) 1944, 
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years to be sure. Doctor Bull states 
that we risk only the expenditure 
of 10 cents per capita annually if 
fluorination is of no value. It seems 
to me that the dental profession 
also risks the loss of public con- 
fidence as to our scientific stand- 
ing if we recommend something 
without waiting to study the ex- 
periments and their results. 

Teeth have been decaying for 
thousands of years. Fluorination, 
if it is all we hope, may reduce 
caries to some extent. But it is not 
such an acute condition that we 
must leap before we look. And if 
fluorination should fail, will we be 
able to get public backing for any 
other project later with the public 
reputation of being optimists rath- 
er than scientists ? 

It might be well to recall the 
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statement by Doctor David B. Ast, 
one of the planners of the New- 
burgh experiment, in the New 
York Journal of Dentistry: “Scien- 
tific skepticism is a healthy atti- 
tude and should be applied to all 
research and statistical data. This 
is especially true in regard to 
fluorine therapy, which may carry 
some individuals or groups away 
with more enthusiasm than scien- 
tific evidence may warrant. 

‘Therefore, let us read the re- 
ports as they come through criti- 
cally, and let us be patient to await 
conclusive evidence before we 
make up our minds on the merits 
of fluorine therapy.””® 


*Ast, D, B.: Progress Reports on Fluoride Investi- 
gations, N. Y. J. of Dent. 16:16 (January) 1946, 


121 West Seventh Street 
Charlotte, North Carolina 


NEW JERSEY OFFERS NEW PLAN OF EXAMINATION 


DENTISTS WHO have been graduated from recognized dental schools for 
ten years or more and licensed in other states now may elect to take a 
special examination for licensure in New Jersey instead of the regular 
clinical and written examinations. This special examination offered by 
the State Board of Registration and Examination in Dentistry consists 
of a more comprehensive clinical examination, and, in place of the 
written examinations, an oral examination in which the dental applica- 


tion of the basic sciences is stressed. 


The four sections making up the special examination are: clinical 
prosthetic dentistry; clinical operative dentistry; clinical oral diagnosis 
and treatment planning; and the oral examination by a committee of 


examiners, 
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By JOAN THOMAS 


THERE IS NO such thing as free 
dentistry. If the patient is not pay- 
ing for his treatment, the dentist 
himself most certainly is. 

As soon as a man receives a de- 
gree in dentistry, that is the signal 
for the gathering of the clans. His 
announcement of the opening of 
his new office is taken for an invi- 
tation for a family reunion. His 
sisters and his cousins, his aunts 
and his uncles, together with their 
accumulations by marriage, come 


PATIENTS 
On Our Free List 
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rushing from near and far and 
converge on his doorstep for a 
“dental handout.” 

If this practice is not squelched 
in the beginning, it grows like the 
proverbial snowball, until the den- 
tist is buried under its weight. Far 
too many “soft-hearted Johns,” 


who were “good fellows” during 
their years of practice, spend their 
old age in penury for this reason. 

Something must be done about 
it. But what? Few dentists are 
good business managers, but, how- 
ever much they may dislike the 
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prospect, they must spend some 
' time learning the basic principles 
> of office management. It is quite as 
necessary for a dentist to be able to 
© manage his business affairs as it 
> is for him to be a good operator, 
a if he is to survive in the modern 
' world with any degree of security. 





























_ Overhead 
_ In order that he may understand 
' what he is giving these “dental 
| panhandlers,” an inventory should 
| be made of office overhead. This 
) should include rent, electricity, 
' telephone, supply bills, assistant’s 
salary, cleaning and laundry costs, 
' and other expenses. Nothing 
should be omitted! By taking this 
" total for the period of a month and 
™ dividing it by the number of hours 
- actually spent at the chair in pro- 
ductive service, the cost per hour 
of maintaining the office may be 
ascertained. 

When the dentist is tempted to 
do a restoration or other dental 
operation “for free,” with the 
thought that the amalgam is hardly 
worth considering, let him remem- 
ber instead that the time it takes to 
do this service is costing him ac- 
tual hard-earned cash. This loss 
must be charged up to other pa- 
tients, and this will result in a 
reputation for high fees with a con- 
sequent falling off in patients who 
pay their way. Every hour the 
office is onen the overhead is going 
on, and the dentist’s time at least 
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Are you handling the problem of a free list with economic 
practicality? 





must be paid for or his financial 
statement will show a loss. 


Dentist’s Relatives 


Some of the relatives will offer 
to pay for their treatment. A man 
should start right out by accepting 
this payment. If these people are 
the right sort they will realize the 
dentist, particularly if he is just 
starting in practice, needs paying 
patients. 

If the relations do not offer to 
pay, a statement should be sent to 
them. More than likely they will 
ignore it, but the dentist wins ei- 
ther way. People who take this atti- 
tude are obviously ones who do 
not make good patients—relatives 
or not—and should they be highly 
indignant and not come back, the 
practice is much better off without 
them. 

One way to handle this situation 
is by making a scale of fees for 
general patients. The relatives 
should be divided into groups. If 
there are some whose presence is 
not desirable, double the fee! For 
the remainder, those outside the 
immediate family might be given 
a 20 per cent discount. Brothers 
and sisters rate a little better than 
this, and they might be given a 
“cut” of 50 per cent. 

In many cases it is because of 
the efforts of the parents that a 
young dentist’ finds himself in 
practice, so they should be on the 
free list. Parents invest not only 
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time but money in their sons when 
they finance their college educa- 
tion—and they should realize 
something from that investment. 

Where to draw the line is a 
major problem, and a perplexing 
one. In some cases the dentist may 
have a distant relative who has 
loaned money to assist him in 
starting practice, or for some other 
reason he may feel himself in 
debt to some relative. Such circum- 
stances will alter the category in 
which this relative should be 
placed, and the dentist must decide 
for himself what allowances to 
make. However, for those whose 
only claim to consideration is the 
timeworn cliché that “blood is 
thicker than water,” it should be 
pointed out that neither blood nor 
water will pay the rent. 


Physicians 

There is also the question of 
professional courtesy to _ physi- 
cians. Many dentists make a prac- 
tice of placing all physicians on the 
free list, and there again they are 
running into difficulties. A 20 per 
cent discount is a much more 
reasonable arrangement, with the 
dentist’s personal physician rating 
the free list. 

If the medical and dental pro- 
fessions were more nearly equal in 
number of registrations, this would 
not be so necessary. But such is not 
the case. Even if it were, there is 
no guarantee that each physician 
will choose a different dentist. 


Often in large buildings given over 
to professional offices half a dozen 
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or more medical practitioners call 
on one man for their dental sery. 
ices. The same is true of dentists 
making use of the services of medi- 
cal practitioners, though, because 
of the lower registrations of den. 
tists, this is not such a hardship 
for the physicians. 

According to Doctor R. W. Bun- 
ting, Dean of the School of Den- 
tistry, University of Michigan, in 
1947 there were 3,409 dentists 
registered in his State, while &t the 
same time there were 4,536 physi- 
cians. Le 

Across the border, in the Proy- 
ince of Ontario, the figures are 
much more discouraging from the 
dentist’s point of view. Doctor Don 
W. Gullett, Registrar-Secretary of 
the Royal College of Dental Sur. 
geons, reports that there are ap- 
proximately two thousand dentists 
registered, while there are (also 
approximately) five thousand 
three hundred medical practition- 
ers. 

The same conditions are general 
in other states. As a result, the den- 
tists, who supply not only advice 
but in many cases actual service 
and materials without fee, are com- 
ing out on the small end. 

It could happen that existing 
conditions might lead to strained 
relations between the two profes- 
sions. The dentist might well ask 
himself: “Why should I do this 
man’s treatment without charg: 
ing? He’s never done anything for 
me. But ‘professional courtesy’ 
says I must.” 

On the other hand, thoughts of a 
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similar nature might annoy the 
physician. “I can’t charge this 
man, he might say to himself 
after a midnight obstetrical case. 
“He did a prophylaxis for me last 
week and wouldn’t accept a fee.” 

Because of the misunderstand- 
ings which are likely to arise, it 
would be more satisfactory if the 
medical and dental professions 
came to an agreement on this 
question , of “professional cour- 
tesy.” If the whole matter were put 
on a business basis, there would 
be much more courtesy involved 
than with the present hit-and-miss 
method. 

Conditions differ in small towns, 
but in some the two professions 
work together as a team. When this 
is the case “let your conscience be 
your guide” holds good, but in 
cities, with high overhead on both 
sides, there should be a business 
understanding. 

The same might be said for the 
clergy. Few of these men receive 
high salaries, and some considera- 
tion may be given them. However, 
the dentist is not being fair to him- 
self if he gives away his services 
to every member of a religious 
order who comes to him. The cler- 
gy do not expect it. Courtesy 
should be extended to them, but 
the dentist must be able to distin- 
guish between courtesy and a lav- 
ish handout. 

Those who have been in practice 
over a period of years already have 
a long and imposing “free list.” 
These men will find it difficult to 
break away from the old habit of 
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not charging for their services. 
However, there is no better time 
than the present to change these 
conditions. The rising cost of liv- 
ing, higher office maintenance, cost 
of supplies and new equipment, are 
excellent reasons to give these pa- 
tients for commencing to charge 
them for services which were for- 
merly given away. Here again, the 
desirable ones will understand the 
situation and be glad to cooperate. 
The others will fade away, but 
their loss is the dentist’s gain. 


Reductions 


These remarks must not be taken 
to apply to those who are unable 
to pay the regular fee. Every den- 
tist will have patients periodically 
who, through some misfortune 
such as illness or loss of employ- 
ment, will be financially unable to 
assume any extra expenses. Here is 
where real courtesy comes in. If 
the case is genuine, only the den- 
tist’s conscience should guide him. 

However, no reduction should 
ever be made without first telling 
the patient. If such is done, he is 
likely to assume that is the regular 
charge. Others may hear of it from 
him and be misled into thinking 
you are overcharging them when 
the regular fee is quoted. 

No patient who is_ suffering 
should ever be turned away with- 
out receiving treatment. However, 
when it becomes necessary to sup- 
ply emergency ‘treatment gratis, it 
is a good plan to inform the pa- 
tient that this is being done, and 

(Continued on page 1954) 
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Mechanix Illustrated: After twenty 
years of practicing oral surgery, Doctor 
David L. Weiss retired to devote his en- 
tire time to his hobbies. Because of these 
hobbies, thousands of man-hours were 
saved during the war. This dentist is 
considered one of the top creators of 
precision instruments in the country. 





During the years he practiced den- 
tistry, Doctor Weiss devoted his spare 
time to tinkering with gadgets and 
knick-knacks. When lucite came on the 
market, he thought of making surgical 
instruments out of it—instruments that 
would carry their own cold light into 
the areas being treated. Soon he was 
busier making such instruments for 
physicians, gynecologists, and otologists 
than he was treating patients. 

When not practicing dentistry or in- 
venting, Doctor Weiss spent his time on 
other hobbies. His interests carried him 
into the fields of hypnotism, painting, 
playing the piano, and flying seaplanes. 


Chicago (Illinois) Daily News: Doc- 
tor Clark J. Cameron, a practicing den- 
tist in Cherry Tree, Pennsylvania, at the 
age of 92 is still able to keep most of 
his appointments, He estimates that he 
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has made 10,000 dentures during his 
years of practice. 


Nashville (Tennessee) Banner: Doe. 
tor Oren A. Oliver, Nashville dentist 


and wartime President of the American - 


Dental Association, was awarded the 
Selective Service Medal and a Congres. 
sional citation signed by President Tru. 
man. The presentation was made by 
President Truman’s assistant military 
aide, Colonel Louis Renfrow, President. 
Elect of the International College of 
Dentists, at the annual dinner of the 
College which was held during the 89th 
Annual Meeting of the American Dental 
Association in Chicago. 

The award was made because of Doe. 
tor Oliver’s services performed in con. 
nection with Selective Service during 


World War II. 


Philadelphia (Pennsylvania) Bulle. 
tin: Dentist-explorer Harry Wright has 
returned from a South American trip on 
which he and his friends visited an In. 
dian tribe in Brazil. The tribe was dis 
covered a year ago by an expedition with 
which Doctor Wright was_ traveling, 
Pictures taken by the dentist appeared 
in Life magazine. 

Doctor Wright also brought back 2 
film of a 14-foot alligator being d 
voured in two minutes by thousands 
Piranha fish. 


Boston (Massachusetts) Post: Among 
more than three hundred men in th 
New England area, Doctor Donald f 


Gerhart, a dentist who is a staff membq 
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at Cushing General Hospital, a Veterans 
Administration hospital in Framingham, 
Massachusetts, is already famous. These 
men are Army and Navy veterans of 
both World Wars who suffered battle 
or home-front injuries that resulted in 
the loss of one eye. They know Doctor 
Gerhart as an expert in the manufac- 
ture of artificial eyes. 

Every veteran who goes to Cushing 
General Hospital for a new eye gets one 
that is custom built. The eyes are made 
of a plastic which weighs less than 
glass, is unbreakable, and permits a per- 
fect match, The patients stay at Cush- 
ing while the eyes are made. This usu- 
ally takes three days. 

“No two people have eyes alike,” 
says Doctor Gerhart. “A man’s eyes are 
as individual as his fingerprints. Each 
man requires a different treatment, the 
way each sitter requires a different por- 
trait.” 

Doctor Gerhart is assisted by Willard 
H. Rice, a dental technician, who does 
the painting and the precise matching 
of colors and flecks. 

Nearly all the eyes made at Cushing 
Hospital are left eyes. Even men who 
were hit in battle and from the right 
lost their left eye. This coincidence pre- 
vails in three quarters of the patients, 
and Doctor Gerhart cannot explain why 
this is true. Three eyes are made for 
each patient: one for day, one for night 
with a dilated pupil, and one to keep 
on file at the hospital so that the eye 
can be duplicated by mail if necessary. 

Doctor Gerhart finds his specialty of 
making and fitting artificial eyes grati- 
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fying. His last patient, when trying on 
and examining his new eye, grinned 
and said: “I can see better already.” 


New York (New York) World-Tele- 
gram: Doctor William T. Osmanski 
closed his Chicago dental office for four 
months to coach the Holy Cross football 
team this year. He had one man from 
the staff of former coach Ox DaGrosa— 
Ed Kosky, giant end coach. With a 
squad of thirty-two lettermen who play- 
ed unpredictable football in 1947, Doc- 
tor Osmanski set out to prove that a 
veteran squad schooled in single wing 
can be turned into a T club in a year’s 
time. 


Philadelphia (Pennsylvania)  En- 
quirer: “Take it out, Doc,” requested 
Doctor Herbert Fleisher’s patient as he 
sat in the dental chair displaying a cost- 
ly permanent bridge with considerable 
gold. 

The Philadelphia dentist could find 
nothing wrong with the bridge and told 
the patient so. “Well, if you want to 
know the truth,” the patient replied, “I 
want that bridge out so I can sell the 
gold. I’m broke and hungry and I need 
the money.” 

Doctor Fleisher explained that that 
was not ethical and gave him $5 to 
“tide him over.” 

Later, at a dental meeting, this den- 
tist was telling his colleagues about this 
incident when four other dentists stood 
up. They too had refused to remove the 
perfect bridge and had given the hungry 
patient money to “tide him over.” 


Awards this month for items published in DENTIsTs IN THE NEWS 


have been sent to the following: 


Davin Danetz, D.D.S., 2207 North 15th Street, Philadelphia 22. 

Mrs. Rospert Nowanp, Jr., 3507 Nolensville Road, Nashville 11, Tennessee, 
Mrs. E. L. Cormier, 41 Kimball Extension, Sanford, Maine. 

Ricuarp A. Kiman, D.D.S., 178 East 70th Street, New York 21. 

Louis L. Binper, D.D.S., 5237 North 5th Street, Philadelphia 20. 


Frank VOLINSKY, 1411 Stebbins, Bronx, New York, 
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By HAROLD J. ASHE 


DENTISTS NOW building or about 
to build offices, income properties, 
or private homes should be on 
notice that, if they do not exercise 
diligence and foresight, such struc- 
tures may cost far in excess of the 
contract price. This warning ap- 
plies also to additions, alterations, 
and even maintenance repairs. 
Usually when major construc- 
tion is involved the dentist will em- 
ploy a general contractor. Periodi- 
cally, payments will be made as the 
job progresses, and the dentist 
may conclude erroneously that 
there his responsibility ends. With 
the final payment he may assume 
that the building is clear of en- 
cumbrances; except for such fi- 
nancing as he has previously ar- 
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ranged. If, however, at some point 
in the progress of these payments 
from general contractor to sub- 
contractors, to material supply 
houses, and to the mechanics em- 
ployed on the job, there has been 
a failure to satisfy the claims of any 
of those contributing to the con.- 
struction, the dentist may find 
himself confronted with from one 
to a score or more liens on the 
building. 


Lien Law 


The majority of states now have 
some form of lien law designed to 
protect material supply houses, 
contractors, and mechanics. These 
laws stand unique in contractual 
relations. Historically, they have 
been placed upon the statute books 
to correct a widespread abuse by 
which material supply houses, me- 
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This information about the building trades may save you 


money. 


chanics, and, sometimes, subcon- 
tractors were left unpaid, and 
without recourse, when either gen- 
eral or subcontractors received 
payment but failed, in turn, to 
settle outstanding bills incurred in 
performance of the contract. Now, 
in fact, the mechanics, supply 
houses, and subcontractors can 
legally turn to the building owner 
for satisfaction of their claims, if 
otherwise not satisfied; even 
though they may have no direct 
contract or agreement with him. 
The fact that the owner paid the 
general contractors does not re- 
move the builder’s liability to sub- 
contractors and material supply 
houses and mechanics. 

Building owners, _ therefore, 
should not conclude that their re- 
sponsibility ends with the payment 
of sums called for in the contract 
with the general contractor. And, 
even though the general contrac- 
tor may be able to present tangible 
evidence that he has paid his sub- 
contractors, this is still no assur- 
ance that material supply houses 
and mechanics of these subcon- 
tractors have been paid. At any 
point along the line from the gen- 
eral contractors to the employees 
of subcontractors and _ supply 


houses, there may be a stoppage of 
payment; giving rise to a lien 
against the building. 

The building owner generally 
should scrutinize most carefully 
the competitive bids. The lowest 
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bid well may suggest dangers 
ahead if it appears to be too low to 
permit performance of a first-class 
job. It may also indicate a finan- 
cially irresponsible general con- 
tractor who does not know his true 
costs, and who may be tempted to 
indulge in sharp practices to pro- 
tect himself against a loss. 


Licensing Laws 


It is usually not within the prov- 
ince of the builder to investigate 
the subcontractors used by the 
general contractor. However, if 
there are local or state contractors 
licensing laws, it will afford some 
small measure of protection to in- 
sist that only licensed subcontrac- 
tors be employed. Legal shoals 
may be ahead for the builder if 
such subcontractors do not carry 
workmen’s compensation or acci- 
dent insurance. 

Ensuring that the general con- 
tractors and subcontractors are 
licensed and insured, however, is 
not enough. Some of the most fla- 
grant cases involving liens on 
buildings concern licensed con- 
tractors. If taking a loss on a job, 
they frequently have been known 
to pack up and leave town; failing 
to pay material bills or such wages 
as they can evade. About all most 
licensing authorities can do is re- 
scind licenses; a penalty such con- 
tractors are reconciled to when 
they jump the job. The granting 
of licenses in the first place is usu- 
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ally less on the basis of personal 
integrity and known financial re- 
sponsibility than upon mechanical 
skill of licensees. Court cases sel- 
dom recover misused funds from 
such contractors because, even 
when apprehended, they rarely 
have any resources. If they had 
they would probably have stayed 
and honored their just obligations. 

Probably in no other field is it 
possible to engage in such large 
operations with so little capital as 
in the building trades. In fact, the 
lein laws actually encourage this 
condition by ensuring payment of 
material bills and wage payrolls by 
building owners. Supply houses 
readily lay down materials on job 
sites with little serious considera- 
tion of the credit status of con- 
tractors; knowing materials are 
protected by progress of the build- 
ing. 

The foregoing picture is not in- 
tended as an indictment of the 
building trades, or the many hon- 
orable men in it, but merely an 
attempt to focus attention on that 
small minority of unethical con- 
tractors. Ethical contractors are 
the first to condemn the jacklegs, 
the jerry-builders, the fly-by-nights 
in their ranks, 


Builders, however, where lien 
laws exist, have a sure means of 
protecting themselves against liens. 
This protection is afforded them if 
they insist at the time the contract 
is executed that progress payments 
and completion payment will be 
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made only following presentation 
of material and labor releases, 
These releases should state that 
material bills have been paid or 
waived, and that mechanics’ claims 
have been satisfied, to date. These 
releases should originate through 
the subcontractors and come to the 
building owner from the general 
contractor. 

Material releases should indi- 
cate, preferably, the quantities and 
kinds of materials laid down on 
the job, and when, and indicate 
that suppliers have been paid for 
such materials or that they waive 
any claim for payment against the 
named job. These releases should 
be on supply-house stationery and 
be signed by a responsible firm 
member. 

Labor releases should state that 
the mechanic signing waives wage 
claims to date of signing, or that 
he has received wage payment in 
full to date. 

Releases signed by subcontrac- 
tors, themselves, and sometimes 
offered in lieu of material and 
labor releases, are of no value 
whatsoever except to show that the 
subcontractors have received pay- 
ments. They should be obtained, 
but they are no protection against 
liens for materials or labor. 

It should again be emphasized 
that, in those states having such 
lien laws, the lien rides with the 
property until it is satisfied. The 
fact that somewhere along the line 
a general contractor or subcontrac- 
tor has failed to meet his obliga- 
tions arising from the job is no 











tr 












defense legally for the building 
owner. This is true even though 
acontractor’s failure to pay claims 
may give rise to a separate civil 
or criminal suit against him. 


| 


Maintenance Contractors 


What has here been said of jobs 
performed through general con- 
tractors applies with equal force 
even to maintenance types of work 
performed through a specialized 
contractor, such as a painting job, 
installation of new glass, or repair 
of a heating system. Any improve- 
ment or repair made by building 
tradesmen to an already built 
structure may result in a lien 
against the building, if any claim- 
ant has been unpaid. 

It may prove to be a profitable 
employment of time for the owner 
or someone representing his in- 
terest to note carefully the mate- 
rials laid down on the job, the num- 
ber of workmen engaged day by 
} day by each subcontractor, and to 
evaluate these data in checking the 
material and labor releases ten- 
dered. Occasionally a subcontrac- 
tor may receive materials for a job 
from two or more supply houses 
| but furnish a release from only 
one. Or he may turn in labor re- 


708 Church Street, Evanston, Illinois, 
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leases from only part of his job 
crew. 

Perhaps an owner may feel so 
sure of the integrity of a contrac- 
tor, he may hesitate to take the 
safeguards outlined. Even though 
this integrity exists, there is always 
the possibility of sudden death of 
the contractor while the job is in 
progress. If progress payments 
have been made and no releases 
have been supplied, it may develop 
that the material supply houses 
have received no payment whatso- 
ever from the contractor. They, 
too, may think highly of the con- 
tractor’s honesty and be lax in 
their collections. However, this 
fact will not deter them from plac- 
ing a lien on the job if, with the 
contractor’s death and his termi- 
nated earning power, it develops 
his estate is insufficient to satisfy 
his indebtedness. 

When the typical dentist builds, 
his investment may represent a 
major part of his life’s savings 
from his practice. If ever he should 
proceed with caution, this is the 
time. With so much at stake he 
may well adopt that old adage: 
“Better safe than sorry.” 


2002 Knopf Street 
Compton, California 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about a 
dentist, which is published in Dentists in the News (see page 1930), we will send 
promptly a crisp, new one dollar bill. Every clipping must be taken from a news- 
paper and carry the name of the publication and the date line. Clippings submitted 
cannot be returned. When more than one copy of a clipping is submitted, the first 
one received will be used. Send all items to Dentists in the News, OraL HYGIENE, 











Socialized Dentistry 


Dentistry, under a socialized health 
program, may begin with patients 
having the choice of any dentist on an 
approved list, but it is certain to wind 
up with the dentist operating in a 
Pentagonian health center under regula- 
tions not too different from those of 
Civil Service. 

The temptation to criticize that with 
which one is unfamiliar is always great. 
But one need only visit a city hall or a 
local Civil 
Service in dentistry may mean. Recent 


post office to see what 
experiences with the dental branch of 
the armed services and with the Vet- 
erans Administration also suggest what 
may be expected. 

In the lower ranks, the dentist will 
have little for which to hope. Positions 
will be assured by methodical adher- 

the minimum standards. A 
of attendance—clock-punching 


ence to 
record 

—and obedience to regulations will be 
of greatest importance. Without incen- 
tive, ambition will be thwarted. Indi- 
vidual be stifled. The 
dentist will gain advancement only by 
seniority; his path to promotion cleared 


initiative will 


only by death, retirement, or resigna- 
tion. Ability and performance will not 
hasten his progress; below-average per- 
formance will not retard it. Compensa- 
tion will be present only in the allaying 
of some fears and in the acquisition of 


a sense of some security. 

In the upper ranks positions will be 
appointive. This means that service to 
the party in power will be a chief qual- 
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ification. Ambition at this level will be / 
satisfied only by competing for the 


favor of a superior officer or of some 
party mogul. 

Buck-passing, the fear of assuming 
the authority belonging to a superior, 
the fear of making a wrong decision, 


a 


and the fear of violating some regula- 
tion, can result only in delay and in. 
action. As responsibility for decisive 
action is passed along, the dentist will 
find himself enmeshed in the hopeless 
atmosphere of red tape. 

Departments will be poorly admin. 
istered and poorly coordinated. Over. 
lapping of some functions and lack of 
provision for others will bring confusion 
and discord. Department heads will 
wrangle and for increased 
appropriations. At the same time, im- 
portant functions will be cubbyholed 


compete 


because of lack of appropriations, 
Vested interesis and various pressure 
groups will constantly demand con- 


sideration and thereby retard and inter. 
fere with efforts at efficiency in opera- 
tion and function. Instead of a vital 
and progressive profession, allied to 
that of medicine, dentistry will be 
relegated to a position of mediocrity, 
secondary and dependent upon medi- 
cine. 

Dentistry will The 
will become warped! The public will 


be cheated!—-M. R. Stern, D.DS, 
2945 Avenue T, Brooklyn, New York, 


suffer! dentist 


Service Dentistry 


I am _ concerned over the _ item 
GOVERNMENT Dentistry by John £ 
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Waters, D.D.S., published in Ora I have seen excellent treatment in 
HyciENE.! Operative dentistry in the private practice “panned” by the lay 
Service usually was performed by men “expert” who knows little or nothing 
who are now in private practice; men of dentistry. 


upon whose judgment diagnosis and Must dentists continue to be their 
treatment planning rested. Those men worst enemies? Can we not cease 
were honorable, ethical dental surgeons. destroying ourselves? Don’t we fare 


They were men of professional standing, well enough without criticizing a fellow 
licensed to practice in their respective professional? Have you never made an 
states; including California. Some were — error? 


men whose names are seen in the I do not defend socialized dentistry 
journals of dentistry; others were and — or medicine. I have been accused of con- 
are now instructors in dental schools. servatism and a_ reactionary trend. 


The integrity of these men must not be Samuel Johnson once said: “God, Him- 
violated. If errors in diagnosis and _ self, sir, does not propose to judge man 
treatment were imposed upon “innocent — until the end of his days.” Why should 
victims,” it was the fault of these men.. you and I?—-Atvin H. Craus, D.D.S., 
— 8505 Fernald Avenue, Morton Grove, 
IDear Orat Hycirene: Government Dentistry, Illinoi 

Ora. Hyciene 38:413 (March) 1948. Hinols, 


AUTONOMY FOR DENTAL OFFICERS 


REVISION OF Army Regulations to give autonomy to Dental Corps off- 
cers in a major command, army, division, or other headquarters has 
been reported. 

The action, long sought by Army Dental Corps officers and by the 
American Dental Association, creates the staff title of “Dental Surgeon” 
and places the senior Dental Corps officers of above-mentioned units 
under direct responsibility of the commanding general for all profes- 
sional, technical, and administrative matters pertaining to dental health. 
Heretofore, the Dental Corps officers have been responsible to the Chief 
Surgeon in the chain of command. In his new autonomous status, the 
Dental Surgeon will have direct control of enlisted personnel and will be 
responsible alone for efficiency reports on dental officers. Recommenda- 
tions for promotion also will be made by the Dental Surgeon directly to 
the Commanding General. 

In the Office of the Surgeon General, the Chief, Dental Division, will 
continue to be under supervision of the Surgeon General. However, in 
the field, the Dental Surgeon will occupy a similar staff status with the 
Chief Surgeon.—The Army and Navy Journal. 
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**Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.”’ John Milton 


PREVENTIVE CARE IS WORTH MONEY 


No ONE HAS ever found an argument against the philosophy of disease 
prevention. Everyone has agreed that prevention is something to be 
sought earnestly. Most people, including dentists and physicians, accept 
the ideal of prevention but do little to motivate the ideal. We know but 
we do not act. We all violate the laws of hygiene and of good living; we 
neglect ourselves; we forego needed attention. Even so dentists have 
done more than any other group to spread the idea of periodic examina- 
tions and to emphasize the desirability of the early recognition and 
treatment of disease. 

Most dentists use some kind of periodic recall system. Some use a 
method that is effective and dependable. A great many of us are hit and 
miss in our plan. Although we agree that our preventive efforts should 
be directed toward the child, many of us operate our recall systems with 
more attention being given to the adult. We give lip service to the impor- 
tance of dental care for the child but most of our time is spent in caring 
for adults. The profit motive plays a part. Dental treatment for the adult 
is generally more remunerative. Until we place preventive programs for 
the child on a realistic and profitable basis they are likely to be 
neglected. 

The prize-winning article in this issue by Doctor E. L. Kirschbaum 
describes how a dentist in a small community is able to give adequate 
dental care to children on a practical and profitable basis. Doctor 
Kirschbaum has gone so far as to operate his practice entirely for pre 
vention. That is more than most dentists are prepared or are willing to 


do. In fact, it would be impractical for the majority of dentists because 


1938 


=, 
; 


pl 
ty 
C2 
m 
de 
4 

re 
th 
th 
be 
F¢ 


tro 


of 
C01 
tio 
for 
ser 
alt. 














December, 1948 ORAL HYGIENE 1939 


there is an enormous unmet need and demand for dental prosthesis 
among adults. We must learn to fit the idealistic philosophy of preven- 
tion for the child into a practical system of supplying needed attention 
for adults. We cannot afford to neglect either group. 

) Speaking in strict accuracy, we cannot talk about a preventive dental 
program in the sense that caries can be controlled as specifically as 
typhoid or yellow fever. At our present level of knowledge we can reduce 
caries but cannot prevent it completely. In a large group we are able to 
make convincing quotations of figures to show that the incidence of 
dental disease for the group may be reduced by such procedures as 
reduction in the carbohydrate intake and the use of the fluorine ion in 
the water supply or by topical application. That, however, does not mean 
that we can be assured that the caries rate in any particular person can 
be reduced at the same ratio as it is among members of the entire group. 
For example, the incidence of dental caries in a large group of children 
may be reduced by 40 per cent by applying four topical treatments of a 
2 per cent solution of sodium fluoride. The large group includes children 
who are immune to caries, those with a low index of susceptibility, and 
those who are highly susceptible. This does not mean, therefore, that in 
the highly susceptible individual child the rate will be reduced 40 per 
cent. We are liable to fall into serious error if we confuse disease inci- 
dence and control in a particular person with disease incidence and con- 
rol in a large group. 

A preventive program for children includes food prohibitions, the use 
of chemicals and drugs, oral hygiene, frequent examinations, and early 
correction of dental disease. Such a program is in large part an educa- 
tional one as well as an operative one. Not until dentists are as well paid 
for their preventive advice and instruction as they are for their operative 


service may we expect effective preventive programs. The fault is not 


altogether with the public, but largely with ourselves. 
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Porbhratls 
and Profiles 


OF AMERICAN DENTISTS 
By HOWARD A. HARTMAN, D.D.S, 
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Above: At the annual Clinic Day of 
the Toledo, Ohio, Dental Society are 
Clarence S. Musgrave, President-Elect 
of the Society; and C. A. Leslie, Chair- 
man of the Clinic Day Committee. 





Right above: At the Eighty-Ninth An- 
nual Meeting of the American Dental 
Association in Chicago are (left to 
right): H. B. Washburn, St. Paul, Min- 
nesota, outgoing President; Percy T. 
Phillips, New York, new Speaker of 
the House of Delegates; and Clyde 
E. Minges, Rocky Mountain, North 
Carolina, newly installed President. 


Right: Samuel Fastlicht, Mexico City; 
General Leigh C. Fairbank, Washing- 
ton, D. C.; and Homer B. Robinson, 
Hutchinson, Kansas, attend the meet- 
ing of the American Association of 
Orthodontists at Columbus, Ohio. 








Above: Wendell D. Postle, Columbus, 
is installed as President of the Ohio 
State Dental Society at the annual 
meeting. Left to right: Roy C. Hark- 
rader, Cincinnati, Vice-President; 
Walter S$. Sargeant, Toledo, Presi- 
dent-Elect; Doctor Postle; Carlos H. 
Schott, Cincinnati; and Earl G. Jones, 
Columbus, Treasurer. 


Right (left to right): German Salazar, 
Medellin, Colombia; Godfrey Schroe- 
der, Evanston, Illinois; and Paul 
Chung, Korea, at the Chicago meeting 
of the American Dental Association. 


Right: At the Connecticut State Dental 
Meeting in Hartford are (left to 
right): Robert P. B. Hughes, Hartford; 
Ralph S. Voorhees, Jr., Rochester, 
New York, Essayist on Radiology; 
Charles F. Morgan, Ph.D., Georgetown 
University School of Medicine, Wash- 
ington, D. C., Essayist on Antibiotics; 
‘and Charles E. Barrett, Jr., West 
Hartford. 
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Please communicate directly with the department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


Sodium Fluoride 


Q.—I shall appreciate your advice in 
this case. The patient is my 6-year-old 
granddaughter. Her first molars are in 
place and the lower central incisors. 
No other permanent teeth have erupted. 
The occlusal surfaces of the molars are 
extremely defective in the formation of 
the enamel. They are deeply concave, 
almost like cavities; and, of course, 
they are sensitive. 

The lower centrals are notched and 
light brown in color. They are also 
defective. 

The youngster is in normal health. 
Her brother, 10 years old, has good 
teeth; in fact, better than the average 
child. 

Please advise me if you have found 
anything helpful in cases like this.— 
P. L. H., Illinois. 

A.—There are two questions in 
the case of your granddaughter. 
The first one relates to the pres- 
ence in the bone of the teeth which 
have not erupted. This question 
can be answered by roentgeno- 
grams. 

The other question is what 
should be done to prevent the 
erupted teeth from decaying. 
Fortunately newly erupted teeth 
are most favorably affected by the 
topical application of sodium 
fluoride. So it would be wise to 
start using this at once and con- 
tinue its use until the child is at 
least in her late teens.—GEoRGE R. 
WARNER. 
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Fixed Bridge 


Q.—I have just constructed a bridge 
with a three-quarter crown on the right 
lateral, which is a sound tooth, and a 
MOD inlay on the second bicuspid. 
This bridge supplies the right cuspid 
and first bicuspid and is fixed on the 
lateral and semifixed on the MOD 
inlay which also is sound. 

It is a Veterans Administration case, 
and the Administration has found it 
unsatisfactory because’ the _ lateral 
carries too much of a load. They want 
me to remove it and make it an all. 
fixed bridge, a procedure with which] 
disagree. Therefore, I am writing for 
your opinion. Thank you kindly for 
your advice.—H. J. H., New York. 


A.—In my opinion, both the 
way you have made this bridge 
and the way the Veterans Admin. 
istration wants you to make it are 
wrong. A removable appliance 
properly designed would have been 
better. But between what you have 
made and what they want you to 
do, I would say that the patient is 
more likely to have satisfactory 
service i.om your bridge witha 
broken joint than he would if you 
remove it and replace it as a fixed 





——_ 





bridge. The anterior and th 
posterior teeth have different type 
of or directional individual mo 
tion, so for this reason, and als 
because in such a bridge the por: 
tics are set on a curve instead 
a straight line, the strain on t 
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abutments is too great for a fixed 
bridge.—V. CLYDE SMEDLEY. 


Systemic Condition 


Q.—Under separate cover I am mail- 
ing you two teeth about which I should 
like some information. 

The history of the case is as follows: 
The patient has been under my care for 
several years during which time he had 
little active caries. About six months 
ago I rebuilt his mouth extensively 
with inlays and several bridges. 

Everything appeared to go along well 
until about three weeks ago when he 
came in for his periodic visit. I noticed 
that all his restorations were completely 
surrounded with some form of decalci- 
fication. Even a matter of days made 
a difference as to the condition of his 
teeth, so rapidly was this change taking 
place. The gold inlay attachments were 
all right a few months ago, and you will 
note from the specimens I am sending 
what has happened. 

It was about this time that our patient 
began to take testosterone under a 
physician’s orders. Have you had any 
reports of a similiar condition existing 
when this medication was being given? 
Or do you have any suggestions as to 
what might be causing this rapid de- 
calcification? I believe it is now im- 
possible to save his teeth. 

I shall appreciate hearing from you 
regarding this case——A. J. P., Wis- 
consin. 


A.—Thank you for submitting 
to us this most unusual and inter- 
esting case, though it obviously in- 
volves a serious systemic condition 
outside the dental field. 

One of the teeth you sent us 
contains a gold inlay of which any 
dentist would be proud. It is 
certainly a shame to see such 
beautiful restorative service as 
this lost from a mysterious, baf- 
fling cause. 

I showed your letter and the 
extracted teeth to several urolo- 
gists. They were all greatly inter- 
ested but baffled and most anxious 
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to learn more about the case. They 
would like to know what dosage of 
testosterone this man has been 
taking, for what purpose, and for 
how long. They also suggest clav- 
ical and long bone roentgeno- 
grams, thyroid and parathyroid 
tests, and a blood serum examina- 
tion for calcium and phosphorus. 


Doctor Warner and I should 
greatly appreciate seeing full- 
mouth roentgenograms of this 


case, if possible, before your res- 
torative treatment was started, and 
now. A complete record of what 
he eats and drinks as indicated on 
the enclosed chart might be help- 
ful. 

Doctor Warner is on the staff 
at Fitzsimons Hospital. He took 
your letter and the two teeth to 
Fitzsimons. The men there were 
much interested in your case but 
could not, nor can Doctor Warner, 
feel that there is any connection 
between the testosterone medica- 
tion and the peculiar destruction 
of the teeth. They suggested that 
Doctor Warner roentgenograph 
the teeth; this he did and enclosed 
are the roentgenograms for your 
files. While these are interesting, 
they are not particularly, if at all, 
enlightening. 

The destruction in these teeth is 
not from an acid, because the 
enamel does not appear to be af- 
fected. The destruction is much of 
the same character as we note in 
internal resorption of the teeth, 
and the cause of this is not estab- 
lished.—V. CLYDE SMEDLEY. 


Thermal Shock 


Q.—I have a patient, a man in his 
fifties, wearing a full upper denture. A 
few months ago I removed all lower 
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teeth except six anteriors and one 
second bicuspid. These teeth are in 
perfect condition. There is no gingival 
recession. | persuaded the patient to 
keep the teeth despite mild protest that 
they were sensitive to cold water. I have 
since placed a partial lingual bar den- 
ture. 

The patient insists that thermal 
changes cause him difficulty. I have 
painted the tooth surfaces with formal- 
dehyde solution with little apparent 
improvement. Is there any local treat- 
ment for this condition?—A. A. H., 
South Dakota. 

A.—Ordinarily, sensitiveness to 
thermal shock in teeth results 
from one or more of the following 
conditions: caries, large restora- 
tions, occlusal wear which exposes 
the dentine, recession of the gin- 
givae exposing the cervical areas, 
and traumatic occlusion. 

If dentine is exposed, treatment 
with 3313 per cent sodium fluor- 
ide will usually relieve the sensi- 
tiveness. 

Treatment for the other causes 
of sensitiveness is according to the 
cause.—GEORGE R. WARNER. 





Mental Foramina 


Q.—Several months ago I extracted 
the lower teeth and made a full lower 
acrylic denture for a man about seventy 
years of age who has worn a full upper 
denture for many years. The patient 
claims the lower denture causes a 
paralysis of the jaw on both the right 
and left buccal sides when he wears 
the denture, and that it is so annoy- 
ing that he must remove it and let the 
jaw rest. I have trimmed the margins 
of the denture so I am sure there is 
no pressure on the mental foramen. 

If you can tell me what you think is 
the cause of this condition, and what 
to do to correct it, I shall be grateful._— 
E. O. W., Minnesota. 


A.—Can you locate the mental 
foramina with a finger tip? If so, 
I would suggest that you relieve 
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the denture generously over this 
area one-fourth to one-half inch 
in diameter. The symptom sounds 
to me like pressure on the mental 
nerve. | am assuming that your 
patient means a numb feeling and 
not a motor paralysis—V. CLypDE 
SMEDLEY. 


Partial Denture 


Q.—I have a patient about sixty years 
old who is wearing a palatal bar partial 
denture supplying the four posteriors 
on either side on acrylic saddles and 
rests and clasps on the cuspids. The 
posterior teeth meet and occlude with 
the lower teeth, but the anterior teeth 
are wearing down in both the maxillary 
and mandibular jaws. 

By resetting the posteriors to open the 
bite enough so that the anteriors do 
not touch, will the wearing away of the 
anteriors be eliminated? Or will they 
have to have crowns or jackets on them 
so that they occlude? What is the 
average length of time it would take 
for the anteriors to elongate to meet 
again and begin to wear again, espe- 
cially with acrylic teeth (this partial has 
porcelain teeth) ?—M. J. C., Texas. 


A.—In such a case we feel that 
the posterior saddles should be re- 
based or remade often enough to 
keep the anteriors in balancing 
function; contacting only when 
the mandible is protruded to the 
incisive relation. Even in this posi- 
tion the posterior teeth should 
take most of the stress. Acrylic 
teeth, of course, wear much faster 
than porcelain, and as you well 
know some ridges stand up much 
better than others. I would say, 
however, that in such a mouth the 
saddles should be reoccluded about 
once a year.—V. CLYDE SMEDLEY. 





Devitalized Pulp 


Q.—I have a patient, a girl 12 years 
old, who fell and struck her right 
central, It immediately turned quite 
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dark. There is some soreness but it is 
not acute. What treatment do you sug- 
gest ? 

| have had cases of teeth that turned 
dark after being struck and have stayed 
that way for years with no harmful 
results except for the appearance, but 
this patient is not pleased with the 
discoloration.—P. S. S., Colorado. 


A.—It is possible for a trauma- 
tically devitalized pulp to be and 
remain infection-free for many 
years. However, it would be wise 
in the case of this patient to 
roentgenograph this tooth to be 
sure there is no periapical evidence 
of infection. If there is none, you 
can give the parents the choice of 
leaving the tooth as it is, but warn- 
ing them that the pulp may be- 
come infected at any time; or 
having you remove the contents 
of the pulp canal under aseptic 
precautions, fill the canal, and 
then bleach the crown. If the 
bleeching process is not successful, 
a jacket crown will restore the 
esthetics. 

I would be inclined, if the root 
apex is fully formed, to fill the 
canal now, and thus avoid a 
possible periapical infection.— 
GEORGE R. WARNER. 


Tic Douvloureux 


Q.—Will you please send me the 
latest treatment for tic douloureux?— 


W. M. D., West Virginia. 


A.—So far as I know, there has 
been no great change in the treat- 
ment of tic douloureux in the last 
few years. Alcohol injections are 
usually tried first and these are 





‘Hardgrove, T. A.: Tic Douloureux: Etiology, 
Accurate Diagnosis and Treatment by the Use 


of Typhoid Vaccine, J, A. D. A, 27:507 (April) 
1940, 
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effective for a while, but the final 
resort is surgery. 

Hardgrove' advocates treatment 
by the use of typhoid vaccine, and 
reports successful results in quite 
a number of cases treated by him- 
self and others. 

Some physicians in California 
reported a high percentage of suc- 
cessful results in treatment with 
massive doses of vitamin B,. I am 
sorry that I do not have the refer- 
ence for this treatment.—GEORGE 
R. WARNER. 


Temporomandibular Joint 


Q.—I am writing in regard to a 
patient of mine, a woman 31] years old, 
who has difficulty with the right side 
of her jaw. 

When her mouth is open for any 
length of time, the right side of her 
jaw slips out of joint which leaves the 
jaw stiff and sore for several moments. 
Any excessive chewing on either side of 
the mouth seems to have this effect on 
the right side. 

May I have your opinion in this 
case?—G. J. P., California. 

A.—The case presented in your 
letter is one of subluxation of the 
temporomandibular joint. 

The treatment of these cases is 
ordinarily the application of hot 
epsom salt packs and the refrain- 
ing from opening the mouth wide 
in yawning, laughing, or eating. 
Most cases recover in not too long 
a time. 

One writer” advises the injec- 
tion of a sclerosing solution 
around the joint. We have never 
found it necessary to resort to 
this treatment. — GErEorGcE R. 
WARNER. 


“Schultz, Louis: A Curative Treatment for Sub- 
luxation of the Temporomandibular Joint or of 
Any Joint, Am. Ass. Jnl, & Den, Cosmos 
24:1947 (December) 1937, 
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Conducted by W. EARLE CRAIG, D.D.S. 


“Technique of the Month 


Drawings by Dorothy Sterling 
from sketches by the author 
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an Accurate Impression 


of a Lug Seat for Fixed Bridge 


By Raymond K. Hyde, D.D.S. 

















The case: replacing sec- 
ond bicuspid with a bridge 
which is attached to an 
MOD inlay in the first 
molar and rests on a lug 
seat in an MOD inlay in 
the first bicuspid. 
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Prepare cavities. In carv- Take a bite with bite tray 
ing the inlays, shape alug and wax. 


seat on the distal of the 
first bicuspid. Cast. Ce- 
ment the bicuspid inlay 
in place, 
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True up the lug seat with 
stone or bur. Lubricate. 
Fill the lug seat with in- 
lay wax, allowing the wax 
to extend beyond the 
cavity both occlusally and 
distally to permit it to be 
picked up in the im- 
pression, 


Paint impression with sep- 
arating medium. Pour the 
area around and over the 
wax in Diolite. Pour the 
rest of the impression in 
whatever 
prefer, 


Take impression in self- 
separating plaster. Note 
the accuracy of the im- 
pression of the lug seat. 
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COST OF DENTISTRY UNDER BRITISH HEALTH SERVICE 


THE DENTISTS have more strongly opposed the scheme of the National 
Health Service than the physicians. In a press interview, the Secretary 
of the British Dental Association states that 30,000 estimates for dental 
treatment are being received every day by the Dental Estimates Board 
and that the average cost is more than $20. This means that the scheme 
is now costing more than $600,000 a day, while the government estimate 
for a full year is only $28,000,000. This means that the scheme is costing 
more than seven times the government estimate. Many dentists have a 
large income, but the present scheme must break down sooner or later, 
and the Ministry of Health will be driven to a reconsideration of the 
whole matter. The Secretary claims that this result shows the wisdom of 
the policy of grant-in-aid advocated by the Association but rejected by 
the Ministry of Health. The Association is also demanding full clinical 
freedom and a guarantee that the Minister will not introduce a full-time 
dental service by regulation. At a meeting of the Council of the Associa- 
tion it has been decided to send a further letter to every member advising 
him not to enter the National Health Service. 

The staggering increase of cost of the dental service is, of course, due 
to the offer of “something for nothing” which characterizes socialistic 
schemes. Everyone who can possibly do so wants to share in the spoils. 
It might be rejoined that the service is really not free, as the beneficiaries 
pay by their weekly contributions; but their payments amount to only 
part of the cost, the rest being made up by the state. In any case the 
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motive to share in the distribution remains exactly as if no contributions 
were made. This increased cost holds for all the industries that have been 
socialized. The cost of coal is more than doubled, and notwithstanding 
this, a loss has been made in the working of the industry. In state-owned 
industries no one has any interest in economy or efficiency. 

Returning to the dentists, the Ministry of Health says that 7,000 have 
joined the service, but the Association states that almost the whole of this 
number can be accounted for by dentists who are not members of the 
Association.—The Journal of the American Medical Association, 


SO YOU KNOW SOMETHING ABOUT DENTISTRY! 
Answers to Quiz LI 
(See page 1921 for questions ) 


1. (a) 90 per cent. (Dingman, Cunningham’s Textbook of 





R. O., and Hayward, J. R.: 
Oral Surgery in General Prac- 
tice, J.A.D.A. 35:623 [Novem- 
ber] 1947) 

. (a) much faster than. (Tyl- 
man, S.D.: Crown and Bridge 
Prosthesis, St. Louis, C. V. 
Mosby Company, 1940, page 
54) 

. Yes. (Skinner, E. W.: The 
Science of Dental Materials, 
2nd Edition, Philadelphia, W. 
B. Saunders Company, 1941, 
page 158) 

. (b) 5.5—the value drops to 
about 4.1 on standing. (Ac- 
cepted Dental Remedies, 13th 
Edition, Chicago, American 
Dental Association, 1947, page 
51) 

. (b) putting points in mercury. 
(Grove, K. S.: Amalgam Tech- 
nic, J. Colo. D. A. 25:9-15 
| December] 1946) 

. (a) 22. (Robinson, Arthur: 


~] 


10. 


. Yes. 


Anatomy, 5th Edition, New 
York, Wood and Company, 


page 124) 


. True. (Accepted Dental Reme- 


dies, 13th Edition, Chicago, 
American Dental Association, 
1947, page 149) 

(Fuller, J. F.: Partial 
Denture Construction, New 
Zealand D. J. 43:117-132 
[July | 1947) 


. (a) O—1 millimeters. (Orban, 


Balint: Oral Histology and 
Embryology, 2nd Edition, St. 
Louis, C. V. Mosby Company, 
1929, page 236) 

(a) They appear dull gray in 
sunlight. (b) Under ultravio- 
let light they have a definite 
purple effect. (Tylman, S. D.: 
Crown and Bridge Prosthesis, 
2nd Edition, St. Louis, C. V. 
Mosby Company, 1947, page 
876) 
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533. There is little logic in— 


co) matching a natural tooth with a porcelain shade guide; then 

b) matching the porcelain shade guide to an acrylic tooth (even if 
they are the same number);and then 

c) expecting the acrylic tooth to match the natural tooth. 


534, Use the Denta Pearl shade guide to match the natural tooth directly— 
there is a reason. 


535. Denta Pearl shade guides are made— 
o) of the same shaded powders, 
b) in the same machines, 
c) by the same method, and at the same time .. . as Denta Pear! 


\ 


teeth—thus you have a direct match—not an approximation. 


| » /* ) 
536. Incidentally—don't 1g Werf Yof/ airdness of acrylic teeth i 
| based on a-9n . 3 i 


Products for Beller Denliitey 


H. D. JUSTI & SON, INC. PHILADELPHIA 4 











1954 ORAL HYGIENE December, 1948 
PATIENTS ON OUR FREE LIST 
(Continued from page 1929) 


that, while it is not being put on _ story, or with some letters trailing 
the books, when he gets over the after his name. 

present difficulties he can come in There is truth in the story of the 
and settle his account. This gives couple who were discussing a cer. 
the patient the feeling he is not tain dentist. “Doctor Brown was 
accepting charity—and.some of a fine man,” said one. “His fees 


them do come in later. were always so low, and half the 
No man should be niggardly, time he didn’t charge me at all.” 
but there is a difference between “Me either,” said the other. 


being miserly and trying to play “And he worked so hard. Let’s 
Santa Claus to everyone who en-_ go out to the poorhouse and pay 
ters the office with a hard-luck him a call,” 


VETERANS MAGAZINE MAIL RETURNED AS “FRAUDULENT” 


IN ACCORDANCE with an order on file at the United States Post Office, 
Chicago, dated July 30, 1948, received from the Solicitor, Post Office 
Department, Washington, D. C., all mail matter addressed to Veterans 
Magazine, 624 South Michigan Avenue, Chicago, is being returned to 
the senders as “Fraudulent.” 

Dentists who are asked to subscribe to this magazine are hereby 
warned! 


THE COVER 


THE COVER features the American Dental Association Christmas Seal, 
the proceeds of which are used for the Relief Fund of the Association, 
Every practicing dentist is urged to support this worthy project. 


WHEN YOU CHANGE YOUR ADDRESS 


WHEN you change your address, please always furnish your old address 
as well as the new one. If your post office has zoned your city, the 
zone number should be included. Please send address change promptly 
to OraL Hyciene, 1005 Liberty Avenue, Pittsburgh 22, Pennsylvania, 
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Now You Can Have The Facts! 


AN IMPORTANT STATEMENT from The 
Dentists’ Supply Company of New York 


FoR THOSE DENTISTS and dental labora- 
tory technicians who use plastic teeth 
for full and partial dentures, we have 
Teeth. 
They offer all the esthetic advantages 


developed Trubyte Acrylic 


of the exquisitely natural Trubyte 
New Hue Forms and Shades in a line 
of acrylic teeth which are notably su- 
perior to the other plastic teeth that 
are now available. 


EXTENSIVE RESEARCH 


Trubyte Acrylic Teeth are the re- 
sult of an extensive research project 
begun in 1938 when we first made 
plastic teeth. In the face of an insist- 
ent demand to produce teeth in acry- 
lic, we refused to rush into sponsor- 
ing a new and unproven material un- 
til we knew more about it than we 
and, as experience has proven, others 
knew at that time. We had no desire 
to use the profession and dental lab- 
oratories as “guinea pigs” while we 
perfected our acrylic material and 
manufacturing processes. 


GREATER EXPERIENCE 


Two of our European factories have 
been manufacturing acrylic teeth for 
more than five years and they have 
manufactured and sold millions of 
teeth in that time. Our factory in Aus- 
tralia has been manufacturing acrylic 
teeth exclusively for several years. 


ADVT. 


Thus we have had the benefit of their 
experience as well as that of our own 
domestic factories and our research 
department. Our opinion regarding 
the relative merits of porcelain and 
plastic teeth is, therefore, based on 
actual experience in most countries 
of the globe, where they have been 
tested for many years in actual use. 


PLASTICS vs PORCELAIN 

For the best and most lasting re- 
sults, we recommend Trubyte New 
Hue PORCELAIN Teeth, but for 
those who desire plastic teeth we now 
offer Trubyte Acrylic Teeth with full 
confidence that the Profession will 
find them the most nearly perfect 
plastic teeth obtainable at today’s 
state of development. If used where 
indicated and with due regard for the 
limitations inherent in all acrylics, 
Trubyte Acrylic Teeth will give satis- 
factory service. Meantime, our re- 
search in plastic materials is con- 
tinuing in the hope that the material 
may be still further improved or a 
better material developed. 


GET THE FACTS 
A copy of the interesting paper, 
“Facts About Plastic Teeth” will be 
sent on request. Write us today for 
your copy to Dept. B, The Dentists’ 
Supply Company of New York, 220 
West 42nd Street, New York 18, N. Y. 
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Student: “Could I try on that blue 
tweed suit in the window?” 

Clerk: “We’d rather you’d use the 
dressing room.” 

* 

At a large medical conference, one 
ambitious doctor leaned close to the one 
beside him and asked: “Where did Dr. 
Smith make his fortune?” The reply 
was brief. “Stork market!” 


* 

A golfer, trying to get out of a trap, 
said, “The traps on this course are very 
annoying, aren’t they?” 

“Yes,” said the second golfer, trying 
to putt, “would you mind 
yours?” 


closing 


* 
Said one little nurse to another, “I’ve 
been eating an apple a day, but that 
new doctor still chases me!” 


* 


Of course there are some females of 
the species who are willing to give a 
man a way out. One such, after giving 
her boy friend a look into her past, said: 

“Now that you know about my past, 
do you still want to marry me?” 

“Sure thing,” replied the boy friend. 

“And I suppose,” she said, “you will 
want me to live it down?” 

“No, baby,” he said, “Ill expect you 
to live up to it.” 


* 


A retailer, annoyed because he had to 
wait several months for a large order, 
wired the manufacturer: 
mediately.” 

Back came a wire: “Regret cannot 


“Cancel im- 


cancel immediately. You must take your 
turn.” 


* 

“Pa,” said Hector, looking from the 
book he was reading, “what is meant 
by ‘diplomatic phraseology’ ?” 

“Well,” replied Pa, “if you were to 
say to a homely girl, ‘Your face would 
stop a clock,’ that would be stupidity, 
but if you said to her, ‘When I look into 
your eyes, time stands still,’ that would 
be diplomatic phraseology!” 

* 

Voice from the rear of the cab: “Hey, 
driver, what’s the idea of stopping 
here?” 

Driver: “I thought I heard someone 
say ‘stop!’” 

Voice from the rear of the cab: “Drive 
on, she isn’t talking to you.” 

* 

She: “You’re the kind of a man a girl 
cannot trust.” 

Student: “Haven’t we met before? 
Your faith is familiar.” 

* 

A dumb girl is a dope. A dope is @ 
drug. Doctors usually give drugs to re 
lieve pain. Therefore a dumb girl is 
just what the doctor ordered. 


* 


Caller: “I would like to see the Judge, 
please.” 
Secretary: “I’m sorry, sir, but he is at 


9 
al 


dinner 
Caller: “But, my man, my errand is 
important.” 
Secretary: “It can’t be helped, sit. 
His honor is at steak.” 


1956 
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Where acrylic teeth are indicated, specify 
TRUBYTE ACRYLIC TEETH 
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Hu-Friedy Forceps With Their 
Heritage of Quality and Efficiency 





The forceps illustrated on this page have been designed and constructed in } jn 
collaboration with authorities of oral surgeons and general practitioners and have 
been acknowledged as the most outstanding in their efficiency. 

The beaks of all the forceps illustrated are built to fit the convexity of the root } 
and eliminating contact with the crown of the tooth. The beaks will fit the topog- 
raphy of the root over a larger area, thereby distributing the pressure which will 
avoid breakage of the tooth. The two point contact has been eliminated. 

Manufactured of Immunity Steel, properly balanced to reduce weight. The 
handles are so designed to render a firm and comfortable grip. 

Other numbers available in addition to those illustrated are Nos. 150A, 151A, 
62P, 214, 215, 6, 7 and 112. 

Available through all dental supply houses. 


HU-FRIEDY, INC. 
3118 N. Rockwell St. * Chicago 18, Til. 
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ee patients will appreciate | Pg . 
the visible benefits of Neutrox | . 
dentifrice. 

Active Oxygen plus polishing 
agents in Neutrox combine to help - 
improve the gingival tone 2 
.aswellascleanand ~~ . [i  “SiirGeessses 
polish teeth thoroughly. 
Thus Neutrox really 3 
helps the tooth brush do | 


a better job . . . remove 


surface stains from the 
teeth .. . leave the mouth 
ina cleaner, healthier 
condition. 





K Santee 


MORE THAN ONE MILLION PACKAGES have been distrib- 
uted, all as a result of original 
prescription or recommendation 
of dentists. Neutrox can be helpful 
in your practice, too. 









Send for professional samples 


DENTAL PRODUCTS DIVISION 
VICK CHEMICAL COMPANY | 
122 East 42nd Street | 

New York, N. Y. 












Special 
Paes 






Undercuts and Overgrowth 
of Jissuc 






Undercuts and overgrowth of tissue are often go 
of denture trouble.’ Large tuberosities may 
difficult to take a proper impression; and the pp 
nent points of undercuts on the ridges are apt 
bruised by the denture.*’ Surgical removal of the 
part may be unavoidable in some cases, but Mil 
believes that conservative management will be 
cessful in many others. : 

Creeping, overgrowing tissues —tyiless surgi 
corrected — will require compensating reliefs in 
denture structure to protect folds, ridges and soft 
from undue pressure... In the conservative m 
ment of undercuts and/or overgrowth of tissue, re 
may be heightened, a better peripheral seal ass 
and denture efficiency materially improved, by 
temporary use of Wernet’s Powder. 





Cross-section of undercut 


NCI 


THERAPE 


MERI( 


YENTA 
F -, anie 


BULBOUS TUBEROSITIES create undesirable 


undercuts endangering adequate peripheral seal 





pressure, OVER. 


in the denture. 
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IN THE PROBLEM OF 








VYpintaini Gi. va Health 


Deterioration in the integrity and func- 
tioning of gingival tissue occurring 
with advancing years, poses a perplex- 
ing problem in dentistry. In the ab- 
sence of recognizable specific causes 
a well balanced dietary fully adequate 
in nutrient essentials therefore still ap- 
pears to present the generally accepted 
favorable means for maintenance of 
gingival health and consequently, 
health of the dental structure. 


Ovaltine in milk, a long established 
deliciously tasting dietary supplement, 


supplies all the nutrients considered 
essential for changing even fair diets 
to full nutrient adequacy. Three glass- 
fuls daily provide the generous dietary 
amounts of nutrients listed in the ac- 
companying table. Biologic complete- 
ness of its protein and the easy digest- 
ibility are other important features of 
this food supplement. 

Ovaltine in milk is also useful in 
liquid diets, in those oral conditions 
when mastication and ingestion of 
solid foods are difficult or impossible. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 





32.1 Gm ive bk Seteetio’ 
31.5 Gm i sindscahdadsie. 
64.8 Gm. th ciavonpesseanse een 
1.12 Gm. eee 
0.94 Gm Sst ediseeesteeas 
12.0 mg Es eckbkeddanertinen 


CALC 
PHOSPHORUS.............. 
PSG s-sébeknsednsecene 


*Based on average reported values for milk. 


Three servings daily of Ovaltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 
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Whether you use the Denticator 
Prophylactic Polishers on your 
regular handpiece—or on the 


Streamlined Denticator 
Prophylactic Handpiece— 


~ 


f | 
(yet the 





Gey irel ize 
Si -ataitel, you are assured of Denticator i 


CONTROLLED LIP-ACTION Prophylactic | 
An exclusive feature for thorough Handpiece | 
cleansing and polishing of the teeth. for 
You get: STREAMLINED 
PERFORMANCE 


* SPEED 
* PERFORMANCE SHA 
* ENDURANCE “= 


PATENTED SWIFT 

RIBBED 

DESIGN when you use the polisher with the sie | 

Prevents heavy Reinforcing Rib construction canes glicky oe 

Collapse built right in the cup. . . orem — 

ie » oe 0 ‘ Yy = 3 
Get an economical package from your $9.50 » 
Dental Dealer today! Ask for ¢ 

Denticator Prophylactic Polishers. Real Savings For You! 
To try—send for free sample unit Come. #1 


with 24 Polishers only $10.00 


THE DENTICATOR CO. eal 
1055 Mission St., San Francisco 1, Calif, idk 144.Leioss) Polisher 


Prices Subject To Change Without Notice only $15.00 
DENTICATOR 94 Hou 
Handpiece Repair 
Prophylactic Patisherds — 











You don’t need 
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The Weather Bureau uses sling psychrometers to / 
determine the humidity. The figures shown here 4 
resent the humidity on the same day in many cigfes 


across the land. Processors of VERNONITE GEL, fow- 
ever, don’t have to concern themselves with the ex- 
tremes of humidity or temperature. Why?#Because 
Vernonite Gel is mechanically pre-mixed/at the fac- 
tory under scientifically controlled conditions. This 
assures HARDER, STRONGER, MORE UNIFORM dentunés 
whatever percentage of moisture the dtmosphere may 
hold. This also eliminates the variables that cannot 
be avoided in hand spatulation. Aad it saves con- 
siderable time in the laboratory. = 

Solve your breakage, warpage and poor-fitting den- 
ture problems by instructing your Jaboratory to use 
Vernonite Gel in combination withgV-Cote—the liq- 
uid which makes foil unnecessary ahd facilitates per- 
fect adaptation of the resin to the c§st. 


o* wom s aware wee ow 


awe 


“wy, 


VERNON-BENSHOFF CO., P.O. Box 1987, Pittsburgh 30, Pa. 


/ “Vernonite’” Registered Trade Mark 
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REG. V. S. PAT. OFF. & CANADA 


The Sudsing, White 
Synthetic Skin Cleanser 


Unlike Soap. 
‘ta 
PROTECTIVE 
SOOTHING 
HYPO - ALLERGENIC 


(Same pH as Normal Skin) 





Give a Coago Pad to each 
extraction patient - - and 
you can sleep at night. 
By placing the pad gently 
on the socket, your patient 
stops the bleeding himself. 
Now used by over 5,000 


° 
practicing dentists. PROVES 
17S 


pi POPULAR 
j 
vb AND 
| « 
You too can make fine PRACTICAL 
custom made rings. cei 


HEMOSTATIC PADS 


Dr. John Hart 


We supply you with the finished 
wax ready for castin 


g. 
Your hobby will pay you divi- 
dends in pleasure. It can also 
be developed into a lucrative 
sideline. 


FILL IN AND MAIL 


TO 


HOBBYISTS 


MAIL 


Halford Laboratories | COUPON 


1146 Roosevelt 


Fresno, Calif. ADOPTA-HOBBY INC. BELOW 


562 Fifth Ave. 


| New York, N. Y. 
CJ Enclosed find $.... 


Please send... _COAGO pads. | Gentlemen: Kindly send me at no charge illustro- | 
tions of ring designs | may select from. 


Name... 
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Your patients are extremely sound con- 
scious . . . voices or routine noises from 


your operatory fill them with apprehen- 


sion. You, yourself, will be able to work 
better if your office is free of the irrita- 

















tions of superfluous noise. Here's what 


to do: 


Tight fitting doors and transoms of sol- 
id construction, insulated partitions ... 
all will help to prevent noise and con- 
versation from being overheard between 
adjoining rooms, In planning your office, 
keep the reception room apart by sub- 


stantial walls or intervening hallways. 


You can lower the general noise level 
by using carpets (laid over felt pads) and 
rubber and cork based flooring. Uphol- 
stered furniture and fabrics in the recep- 
tion room, too, absorb noise. 


A noisy dental cabinet, as well as be- 
ing an eyesore, announces its antiquity 
with rattling and banging 
drawers. Replace it with a silent Modern 
American Cabinet. 


squeaking, 


A Modern American Dental Cabinet 
makes your office look better, saves your 





* time, and definitely contributes good 
ae — yt ey stage r- Pre do news on control of noise. Send in the 
Mobile Clipper Cabinet No. 152. coupon for more information. 
1 OH12-48 
The American Cabinet Co. 
Two Rivers, Wis. 
THE AMERICAN CABINET CO. Please send me your catalog on American 
TWO RIVERS, WISCONSIN Cabinets. 
eseeeveseeveeoeo eevee eevee eee eae? ee 
*Nationally Known ADDRESS eoeoeeeeee eee eoeeeseseeeeeeeeeeeeeeeeseeees 
Author, Designer sie i 
and Stylist a SERcocccetesoeeee ceeeeoseeore 
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But Inlays inc. will always give you top quality inlay work ... Because 
Inlays Inc. is the lab that works exclusively on inlays — always in the lead 
in technic, equipment, know-how and service. For inlay satisfaction, call the 


lab where it’s the little things that count 
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31 UNION SQUARE W. NEW YORK 3, N. Y. 
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MAKE 


Demonstration THE DEWEY 


MODELS 
from SCHOOL OF 


ere 6|:«6ORTHODONTIA 


PLASTER 
founded in 1911 by Martin Dewey, D.D.S., M.D. 


(Authorized by The Board of Regents of 
the University of the State of New York.) 


RON 


Now 























COLUMBIA 


RUBBER i 
DENTOFORM 

MOLDS Sessions held at inter- 

vals throughout the 

Better than sketches to explain cases to patients year. Date of next ses- 

Instead of wasting surplus plaster pour it into - # a 
the Mold. If not enough, add the next excess sion on application. 
mix, first wetting the set plaster. ee 

To make Models with Ivorine abutments, in- Classes limited. 
sert Ivorine Teeth into Mold before pouring. 
Sets of Upper and Lower Molds Now Available ° 
No. R20—A set without 3rd molars ..... $5.00 
No. R22—A set with 3rd molars .......... $5.00 | For further information write The Dewey 
No. R24—A set for deciduous models ...... $5.00 
rr rr i oo Sais See cbbes cdst ceeds 50c School of Orthodontia, 17 Park Avenue, 

New York City. 

COLUMBIA DENTOFORM CORP. ~ 








131 East 23rd Street New York 10, N. Y. 
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with Dentyne Gum! 


The consensus of acrylic denture wearers 

who have tried chewing Dentyne Gum is, “it’s wonderful — 

and different!” Their new-found delight has been 

revealed in hundreds of letters telling us how easily and naturally 
Dentyne may be manipulated, without fear of “sticking”. 
Dentyne’s delicious flavor ...extra resiliency... 

and freedom from adhesiveness make practice chewing 

for the new denture wearer a pleasurable experience. 

Of course, millions of persons with sound teeth 

chew Dentyne for its keen, long-lasting 
flavor and for the enjoyment it brings. 





D IDEN WIN Le 


CHEWING GUM 


the ideal masticatory 












MORE and MORE DENTISTS 


Personally Use and Recommend STIM-U-DENTS 


—because they produce a combination of cleanliness 
and healthful stimulation in a most pleasant way 
and are so convenient to use after meals . . . But 
aside from this aid to oral hygiene, the widespread 
acceptance by dentists has found many specific 
applications, especially the invaluable aid rendered 
by these marvelous instruments in the treatment 
of Pyorrhea and Gingivitis . . . Don’t overlook 
STIM-U-DENTS. 

You, too, should use STIM-U-DENTS personally— 
Your family will delight in their use and your 
patients will likewise benefit. 


Special packets designed exclusively for profes- 
sional use (See cut) only $1 for 100 postpaid. 
Please enclose your professional card and this 
advertisement with your remittance. 























Stim-U-Dents are 
excellent wedges 
for inlays and 
other procedures. 


Keep Your Patients 
Thinking of You. 











54 ALFRED ST., DETROIT 1, MICHIGAN 




































The Newland Dental 
AMALGAM MIXER 


‘The easiest and cleanest way of 
preparing amalgam. Nothing to cate 








your dealer for a demonstration. oF 


$15.00 B. G. HATCH CO. 


Complete Hanson Place, —Brooklyn 17,'N. ¥. 

















The SURFACE ANESTHETIC Al 
that has everything 


/ Powerful anesthetic action 


Y Non-narcotic / Pleasant smelling 


/ Non-toxic / Tasteless 


/ Non-irritating ’ Non-evaporating 
/ Non-acid ¥ Non-corroding 


In the Silver and Black Box— Order from your Dental Depot 


"|| NUM SPECIALTY CO., 4614 Fifth Ave., Pittsburgh, Po. 




















Nothing can compare with 
the hydrocolloids for faith- 
ful reproduction of teeth 
and tissue... Dentists who 
have employed ALL types 
of impression materials in their search 
for the utmost precision will tell you 
that they prefer COE-LOID. Some of 
these men use COE-LOID POWDER; 
others choose COE-LOID 66. 

Coe-Loid Powder, the alginate hydro- 
colloid, is simple and easy to mix. It is 
‘pure, smooth, and creamy. It registers 
lalcroscopic detail. What’s more, the 
material is strong and will not slump. 
Restorations fit when you use Coe-Loid 
Powder. And you can use it for par- 
tials, inlays and crowns, and static full 
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YOUR DEALER CAN SUPPLY YOU 















dentures. Many recommend it also for 
immediate dentures. 

Coe-Loid 66, the reversible ther- 
moplastic hydrocolloid, is now made 
with pre-war agar. It has a heavy body 
and consequently remains in contact 
with high palates or deep undercuts 
recording every detail with great ac- 
curacy. For large, medium, or small 
full and partial dentures—and for or- 
thodontia— Coe-Loid 66 is practical 
and pleasant. 

For uniformly successful im- 
pressions choose Coe-Loid 
in your favorite form. 
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LABORATORIES, INC. 
CHICAGO 21, ILL. 
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The labial characters and carv- 

ings of Five-Phase Anteriors re- 

produce noture’s patterns. 
exclusive with |2)0/=-7)n/S& 
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Doctor, your patients will appre- 
ciate your consideration of Five- 


Phase Anteriors. You will find the. 


unmatched quality of Veri- 
chrome. Porcelain and the “liv- 


ing” character of tooth carvings - 


cand colors fer in advance of any 


other teeth presently available. 
'_. They offer economical advantage 
: _ too, since the price of Five-Phase 


poe Ante triors has not been increased. 
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Your Universal Dealer will bet 
glad to tell you how to get th 
valuable, complete Five-Phat 
Mold Guide, without charge! Ca 
him for details—or write to { 
directly. | 
exclusive with (isi \i2:SA 
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at Ver ES AGS DENTAL CO, 








BS ERP, 


y know by experience or cer- 
sly by reputation that famous 
eri-chrome Porcelain is by far 
» strongest dental porcelain 
fade—that it has the depth, re- 
action and translucency of 
man tooth structure. 


exclusive with }|\/ 

















Veri-chrome Colors are Natural 
Tooth Colors—presented in a sci- 
entific system that helps you to 
match and select tooth colors ex- 
pertly, quickly! Further, their 
coler brilliance is controlled to 
assure harmony of meaning with 
human teeth. 


exclusive with 77/5. 56>° 
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ch rome 


COLORS OF 
CONTROLLED 
BRILLIANCE 





Buclew Dryfoil 


Seals Against Saliva 


Use it over synthetic fillings, 
cemented crowns, etc. while 
setting —to isolate medicated 
areas and teeth being de- 
sensitized. — $1.00 a box. 


Ortho Drvfoil 


A tougher form of Dryfoil for 
orthodontists. Seals bands 
while cement sets. 


Send for FREE SAMPLE. 
Sold by Better Dealers Everywhere. 


J. F. JELENKO & CO., Inc. 
136 W. 52nd St., New York, U.S.A. 





A place for everything 
...and everything in its 


PLACE! 


THE DE MARIA CO., INC., 711 Main St., Houstom?2, Texas 


NO 
dials to read 
NO 


clocks to watch 


NO 


guess work 


Simply turn con- 
trol handle un- 
til it touches 
timing button. 


THE ROSE AMALGAMATOR 


Adjusted for a properly timed mix be. 

_fore shipment. The mixes are uniform 
_because the personal element is elimi- 
nated, and correct because the action is 
| positive but not violent and is less likely 
to overheat the mix. 

Available in attractive black plastic or 
polished aluminum designs and for all 
types of current. Price complete and 
ready for use, $55.00 for 60 cycle a.c., 
$60.00 for d.c. and 25 cycle a.c. 


Order through your dealer. 


| We shall be glad to send you literature. 


DAVID ROSE COMPANY 
| 1204 E. 82nd Street, Chicago 19, Illinois 


With ihe » TECH. BENCH a all lest 8 mo- 
tion is eliminated. Has a place for 
everything a dentist or labman needs 

. everything is within easy reach. 


Many unique features are embodied 
in the TECH-BENCH: (1) 18 well 
proportioned drawers, 8 of which can 
be used for materials and _ instru- 
ments; (2) stops on all drawers to 
prevent spilling. Never sticks or 
jams; (3) replacable hardwood top 
with durable lustre finish; (4) 2 
conveniently located internally elec- 
tric sockets for electrical tools and 
lamp; (5) handy catalog and chart 
compartment; (6) made of corrosion 
resistant, non-magnetic - aluminum; 
(7) reinforced canvas apron slide to 
catch falling parts or precious met- 
als; (8) both left and right hand 
models; (9) standard specifications, 
length 40”, depth 20”, heighth 38”. 


TECH-BENCH was designed for 
you. Why not consider its installa- 
tion now? Price, only $74.95, FOB, 
Houston. Available from your dealer. 
Complete literature available. 














FOR DENTIST 


* 


AND PATIENT! 


Have you seen the new Weber chairs? Patient comfort and 
ease of operation are assured by these and other features. 


Weber exclusive spring compensating arm 
and back-lifting mechanism saves your 
strength—applies suggested pressure 


to patient’s back so that he helps him- 
self to a sitting position. And—as 
back is raised or lowered, the arms 
move, always giving patient full arm 
support. 


Form Fitting Seats and backs are now 
of soft, molded sponge rubber. New 
low position. Add the many other 
Weber advantages such as all-chrome 
base ring and new cradle headrest 
and you see why feature-for-feature, 
dollar-for-dollar Weber chairs 
are the best buy. Hydraulic or 
motor models to choose from 
at your Weber dealer’s. Weber 
Dental Manufacturing Co., 
Crystal Park, Canton 5, Ohio. 


50 YEARS A PARTNER IN DENTAL PROGRESS 








in cooperation with practicing Dentists, Baker research chemists 
standardized the setting time, control and shades of the im- 
proved Baker Filling Porcelain. Fillings definitely expand 
under moistute and seal margins after porcelain is set — 
there is much less than 1% disintegration when mixed 
to recommended putty-like consistency. 





Be sure to mix to recommended thick con- 
sistency. Negligible minimum of free acid 
in Baker mix avoids pulp irritation. 
Baker Filling Porcelain complies with 
A.D.A Specification #9. 


BAKER & CO., INC. * 850 PASSAIC AVE 
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Here, in this combination package is everything you need for perfect porce- 


d lain fillings. 


With the new Baker non-metallic shade guide, only 8 natural tooth 
shades and four blending colors are sufficient to match all tooth colors, 
accurately! As a matter of fact, blending with the 4 basic colors is rarely 
required ...in practically every case, you'll select one of the 8 natural 
tooth colors and allow the translucency of our porcelain and the reflection 
from surrounding tooth structure to complete the esthetic effect. 

The combination package contains: 8 large bottles of Natural Tooth 
Shades; 4 half-portion Basic Colors; Baker non-Metallic Shade Guide; 4 
liquids; Thick glass slab; Stainless Steel spatula; 1 tube Baker Surface 


- fixer; 1 Baker Cavity Liner and Lining Placer; 1 package wide celluloid 
strips; Davis Stainless Steel Matrix Material; _ Directions for Davis Technic 


and simplified Baker directions. 
The complete combination packagé is available through all of the better 
dental depots. “~. RETAIL $30.00 
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WHY BE CONTENT WITH = ‘he Harvey Vapor Pressure Ster 


lizer embodies the desirable char 


COLD DISINFECTION? acteristics of four methods 9 


sterilization in one _ easy-to-use 


Give your patients HARVEY pr otection modern automatic sterilizer, 


. 
tik 


is an acknowledged fact, not g 
blue sky claim. 


HARVEY protection is synon 
mous with complete and rapi( 
sterilization. It is based upon the 
advanced principle of dry vapo 
sterilization . . . it is convenien 
efficient, and desirable. 


Harvey’s Vapo-Steril Sc 
lution is a specially com 
pounded alcohol base s 
lution for use with th 
Harvey Sterilizer, It cre 


ates a gaseous  vapot 
which covers every sur 
face of the contents 9 
the sterilizer, insurir 
complete and rapid Ster 
lization. Its cost is negli 
gible. 


Why not send today fh 
VAPOR PRESSURE literature ? There is 1 


obligation. 


STERILIZER uaRveY 


Dental Specialty Cs, 
Los Angeles 3, Califa 


MILLER’S ELECTRIC HANDPIECE 


For Better Prosthetic Dentistry 


COT Absorbent ROLLS Pe Save your handpiece for 
oral work. Get a Miller 
for laboratory use. Light- 
These improved cotton im, weight and portable, it is 
rolls are a delight to the > recommended by 
efficient dentist and are pre gross vo of dents 
not harsh to the patient’s | and technicians. 
mouth. They are actual- . Ask your Dealer 
ly spun from 100% pure le for Demonstration 
surgical absorbent cotton et Send for Catalog 
to make them softer, more CHICAGO WHEEL & MFG. CO. 
pliant and noncollapsible. They 1101 W. Monroe St., Dept. OH, Chicago 7, 
adapt easily into any position, 
are stretchable and small tufts 
are quickly detachable. DR. HERMAN’S 


DENTAL ABSORBENTS CO. OBTUND-DENT 


Palms Station S Sodium Fluoride—Active Ingredient 
Los Angeles 34 An unsurpassed desensitizer of hypet- 
California sensitive dentin. Excellent in treatment 
re a a eS LT of erosion, clasp abrasion 

“ and for reducing pain in 
Gentlemen: cavity preparation. Simple 
Please send me a free, generous sample two minute technic. 1 07 


of DENTAL ABSORBENTS. Jar (enough for 200 ap 
plications) only $2.00. 
DR. 


Directions inside. 
DENTISTS’ 
RESEARCH AGENCY 
18 W. 22nd St. 
New York 10, N. Y. 


STREET 


CITY and STATE 
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PERMA-GRIP Adhesive Denture 
Powder can serve importantly 
to build your patient’s self- 
confidence during the early 
stages of accommodation to a 
new denture. Perma-Grip pro- 
vides exceptional holding 
power without danger of irri- 
tation to delicate tissues. It is 
made with high quality karaya 
gum and resists “balling up’”’ 
under the denture. You can 
confidently recommend 
Perma-Grip, the improved den- 
ture powder backed by more 
than 60 years’ experience in 
the field of dental hygiene. 












THE PRO-PHY-LAC-TIC Dental Plate 
Brush was designed to specifications 
laid down by a committee of the pro- 
fession. It permits the most effective 
cleaning of all parts of the plate 
without danger of damage to clasps 
and attachments. Recommendation 
of a Pro-phy-lac-tic Dental Plate 
Brush will pay you dividends in 
extra good-will. 
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Pro-phy-lac-tic Brush Company 
Florence, Mass. 















“MICROVISION” | 
CEILING LIGHT. 


side 1 a ‘Supplements intra-oral 
Oe a light with an evenly 
Ae : modulated illumination. 
Gives a cencentrated 
light field in operating 
area sufficient for 
surface examinations, 
polishing inlays etc. Pro- 
vides an intermediate 
zone between the bril- 
liant light areas pro- 
duced by the operating 
light and. normal. light 
areas of the room. 






i cn PROMETHEUS 
a ELECTRIC CORP. 
Avorescent 401 WEST 13th STREET. 


unit 
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Part of Contents 


The Sexual Impulse 

The Organs of Sex 

Pre-marital Physical 
Examination 

Advice to Honeymoon- 


ers 

The First Sex Act 

Frequency of Inter- 
course 

Positions in Sex In- 
tercourse (with rec- 
ommendations) 

Technique of the Sex 


Act 
—" and Frig- 


idit 
am y Maladjust- 
ments 


By 
OLIVER M. BUTTER- 
FIELD, Ph. D. 


“Sound, simple, practi- 





NEXT MONTH 


LAMINEX 


Registered Trademark 
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Bemenbe” T WILL BE A 





COOK-WAITE PRODUCT 





cal, definite and detailed 
information about sexual 
relations in marriage. 

**Excellent, factual, clear, 
concise and accurate.’’ 


The author, whose article 
on Marriage in Reader's 
Digest drew an overwhelm- 
ing response from men and 
women in every walk of 
life, here presents sound, 
simple, practical, definite, 
and detailed information 
about sexual relations in 
marriage. 


“Best Manual to 


give.” —Ohio State 
Medical Journal 


Premature Orgasm 

Sexual Handicaps 

Sex Fore-play and 
After-play 

Sex Stimulation 

Masturbation 


SEX CHARTS 


Male and female 
sex anatomy e€x- 
plained with com- 
lete set of excel- 
ent illustrations. 





Price $2. incl. postage. 
5-day Money-back 
Guarantee 


by BOOKS, INC. 





oth St. New York 1 








setting a new trend 
in gently powerful 
oral therapy! 


Used as a spray, mouth wash or rinse, 
LORAKON* Collutory combines antisepsis 

with palliation in high degree. Clinical studies 
in a leading dental university indicate that 

itis beneficial and pleasant to use in oral 
conditions associated with dental surgery, 
peridontal disease and dental prosthetics. 
LORAKON apparently aids in the promotion 
of healing, and exerts no toxic or other 
undesirable after-effects. The incorporation of 
the strongly detergent, low-surface tension 
bactericide and fungicide, benzalkonium 
chloride U.S.P.—with glycerin U.S.P., imparts to 
LORAKON a desirably stable and prolonged 
antiseptic, detergent and deodorizing action. 
Possesses aromatic fragrance and pleasing taste. 
Supplied in 8 fluidounce and pint bottles. 


LORAKON Collutory (in in vitro tests) is 
germicidal in 15 seconds against Staphylococcus 
aureus, Streptococcus hemolyticus, 
Corynebacterium diphtheriae, Diplococcus 
pneumoniae, Lactobacillus odontolyticus and 
Monilia albicans. 


BAYBANK PHARMACEUTICALS, INC. 
Division of Chesebrough Mtg. Co. Cons’d. 
17 STATE STREET, NEW YORK 4, N. Y., U.S. A. 


RaxBANK 
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BRUSH WITH THE ENDS OF THE BRISTLES 








—like thousands of dentists who know 
that quick, painless, thorough pro- 
phylaxis 


is PROFITABLE! 


These dentists glad- 
ly pay a few cents 
premium to insure 
satisfied patients 
who will return 
again and again. They will buy only 
ROBINSON’S BRISTLE DISCS, the brushes that: 





BRUSH WITH THE ENDS OF THE BRISTLES 


— the normal action of revolving brushes 


SAVE TIME 


— because polishing action increases at the outer edge of a disc 


PREVENT HEAT 


— by requiring less pressure and dissipating heat, the cause of 
much discomfort 


INCREASE THOROUGHNESS 


— through easier cleaning of crevices and blind spots | 


ARE STERILE 


— made from sterilized bristle 


Genuine Robinson’s Bristles Discs, manufactured only by Buffalo Dental, 
are unconditionally guaranteed against all defects. They are available from 
dental dealers everywhere. Prices: 1 doz., $1.00; 1 gross, $10.00; 3 gross, $27.00. 
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The D. D. Tooth Brush has been designed 
with the aid of a thousand practising 
dentists — 


® A compact straight trim brush head, 
assuring easy access to tooth surfaces; 

® Well-spaced bristle tufts for thorough 
brushing of interdental spaces; 

® Springy long-life bristles that won’t 
get soggy, ¥2 inch in length for firm 
brushing; 


The D. D. Toothbrush is 

| available. with the popular 
two row bristle head 

| as well as the larger 

three row type. Recommend 
the style best suited to 
your patient. 


Product of BRISTOL-MYERS 








makes 0. diflownas 


19 West 50 Street, New York 20, N. ¥. 





These instruments are identical in basic mechanical prin- 
ciple. The difference is a matter of refinement—one of them 
has been specifically designed for a professional purpose. 


® A broad inflexible handle for maxi- 


mum leverage, with a non-skid thumb 
rest; 
and 


® A new Ais in the handle, which 


automatically encourages the desired 
up and down rotary motion for gentle 
gum massage. For Double Duty — 
thorough cleansing plus gentle gum 
massage — insist on the brush 


with > Twit 












Thousands of 
DENTISTS 
Have Found 


OXY-EUGENOL SILVER 


THE ANSWER 


Dentists find SILV-O-DENT a firm germi- 
cidal base for any filling. Protects Pulp, 
decreases pain, dries hard in 

a few minutes. A_ perfect 
foundation under amalgam or 

inlay. 

SEND FOR 
FREE TECHNIQUE BOOK 


THE SILV-O-DENT COMPANY 


1708 N.E. Alberta Street, Portland 11, Oregon 
Send me a copy of your FREE BOOKLET 
about Silv-O-Dent (for Posterior Teeth) 
and Hydr-O-Dent (for Anterior Teeth) 
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=m RECORD 
CHANDLER cycrem 


Special forms for 





General Practice, Exodontia, Ortho- 
dontia, Periadontia, School, Hos- 
pital, Laboratory Design, Health 
Diagnosis, X-Ray Diagnosis. 
Write for Samples 


H. M. CHANDLER CO. 
108 W. 42 St. New York 18, N. ¥ 





That famous book— 
Jackson’s Orthodontia & Ortho- 
paedia of the Face with Removable 


Appliances—may be reprinted if a 
sufficient number are interested. If 


you are, please register your name 
with Chester T. Sweet, 152 W. 42d 
St., New York 18, N. Y. 
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ACRALITE 
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| WULTIPURPOSE, 
2APID SETTING, 
AST CURING, 
LASTIC 


y A ‘ CG 
MULTIPAK | 


| 


SAVES TIME!.... 


; 


NO HEAT NEEDED! 


Yes ...at last we can offer what you have always 
wanted—a rapid setting, fast curing plastic: for 
quick repairs; for relining; for individual impres- 
sion trays and base plates; for the construction of 
immediate temporary dentures; etc., etc. 














Fastcure Packa ge Simply ... quickly ... without the application of 


sei heat, Acralite Fastcure Multipak makes strong 
Bottle of Liquid ermanent repairs and additions... saving man 
Bottles of Powder (1 fine texture; 1 Pe P ss y 
mottled texture) minutes of valuable time in each application. Order 
Powder Graduate Acralite’s latest scientific achievement, through 


(each unit = 3CC.) 
Liquid Dropper (marked for 1CC.) your dealer, tocay. 


Special Powder Bottle Cap (for . , 
shernative hand pressure packing Fastcure Multipak is made by Acralite Co., Ine. 


technique ) pioneers in the development of dental acrylics! 
Price $10 


| a R (@ LIVE @ SUPERIOR PRODUCTS for MODERN DENTISTRY. 
PLOW | ACRALITE CO.. Inc., 230 W. 41 St., New York 18, N.Y. 























The prestige and wide acceptance which Bayer Aspirin 
enjoys was earned over a period of forty-seven years by 
always turning out the finest product of its kind that 
scientific skill can produce. Nothing you prescribe is 
made under more rigid controls. From raw materials to 
finished product over seventy different tests and in- 
spections are employed. America’s finest drug plant 


makes only one thing. . . the analgesic for home use... 


Bayer Aspirin. 
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A new high fusing porcelain (matures at 2300°F) that needs no 
mixing. Saves time. Matches all New Hue shades accurately. 


The colors of APCO-HI are factory blended to correspond with each of 
the twelve shades of the New Hue shade guide. There is a gingival body 
porcelain, and a translucent incisal porcelain for each New Hue shade. 
This greatly simplifies the problem for the dental Technician. 


EXAMPLE: You wish to produce a crown to match New Hue shade 65. 
Select the jar of APCO-HI marked ‘‘Gingival—Shade 65”’ and that marked 
“Incisal—Shade 65."’ A combination of these two porcelains will accurately 
match New Hue shade 65. 


APCO-HI is now available at your supply house in % oz., Y2 0z., 1 0z., 
Y%, |b., Y2 Ib. and 1 |b. jars. Also in standard assortments of 24 half ounce 
Or quarter ounce jars. 


























These two porcelains now cover every 
requirement in the Dental Ceramic field. 
Both porcelains have physical properties 
APCO-HI that are outstanding. Note: The regular 






(matures 2300°F) APCO porcelain (maturing at 1875°F) is 
and not at present factory blended like new 
APCO APCO-HI. 


(matures 1875°F) 
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EVERY 
DRUGGIST 


now has 
Craig- 
Martin 


TOOTH PASTE 


—or can get 
it through 
his jobber 


Bears the Seal of 
Acceptance of the 
Council on Dental 
Therapeutics of 
the American 





Dental Associa- 
tion. 
You can suggest 


this economical, ef- 
ficient tooth paste 
to your patients, 
knowing that it is 
now available or 
can be readily sup- 
plied by any drug- 
gist you name. 





Compounded with 
MAGNESIUM — 





10¢ Large HYDROXIDE . 
Size the active ingredient In 

33¢ Giant MILK OF 
Size MAGNESIA 

LARGE +0. 00 


l0c TUBE 


shown 
actual 
size 


& 
) ae 


Comfort Mfg. Co. 
500 S. Throop St., Chicago 7, Ill. OH-12 
Send samples of Craig-Martin Tooth Paste and 
Tooth Brushing Charts to: 
(Professional card enclosed) 


oe Se 2. eS eee 288828882822 2228F., 


City cee eee eeeeeeeseeseseeeeese State .ccoce eeee 
Drug Store Name TReREPEOEeEE TEES ee ee eee eeeeeese 
EE ee ee ee ee eeeveeseece 


(Please print plainly) 
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Give these 
GOOD 
WILL 

Builders 

to Your 
Child 

Patients— 


COMIC RUBBER MOLDS 


3 Popular Sets: 
No. 9—Mickey Mouse, Donald Duck, 
Pluto and 3 Others. 
No. 15—Bambi, Dumbo, Goof: and 
3 Others. : 
No. 16—Wizard of Oz (6 Che acters) 
Complete with Paints, Brustes, #te. 
All Walt Disney Creations \ 
40th Anniversar , 
Special... 97 wes 
Sold by Better Dealers Everywhere 


UNION BROACH CO., INC. 


37 West 20th St., New York 11, N. Y. 















Visit Booth 55, Greater N. Y. Meeting 
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Smartly tailored 
of white Dupont 
Nylon—the miufa- 


clecloth that holds 





its crisp, fresh, 


F , : professional look. 








‘ Lf Zipson andoffina 
: # 4 jiffy. Half sleeves. 

3 lo Pleated back. 
7 fe Sizes 34 to 46. 
| “ No./240 $895 &,. 








Hoover Uniforms, Dept. OH-12, New York 11, N.Y. 
Please send me---.-.-- Style No. 240 HOOVER 

UNIFORMS. Sizes... -.0-.0- 0. 

Name-. ——— 
Po “al 
Cin gad Betas: ncntinedinenan ————— 

















, presents a problem 


answers effectively! 
























How frequently the M.O.D. patient 
2 rebels at the idea of a posterior res- 
4 Ce 2 toration which glaringly betrays its 
presence when the mouth is opened 
wide. To singers, speakers and others 
in public life, esthetics are of prime 

: importance. : 
However, doctor, you know the im- 
portance of sufficient strength in such 
restorations. Thus, for your patients 
‘who place esthetics first, we suggest 
“porcelain-like’’ DIAFIL, permanent 
filling material. Its extreme hardness 
and great strength will satisfy func- 
tional demands...and its ability to 
blend well with surrounding tooth 
shades will meet all esthetic require- 
ments. 

















This Jar saves time & money << => 


STERODENT 


PROPHYLAXIS PASTE 
COSTS LITTLE % WORKS FAST 










FRISING COSTS of office operation can 
be partly offset by conserving your 
time. Efficient Sterodent Cleanser saves 
three ways; low cost, prepared ready to use, ECONOMY 
rapid cleansing and polishing actioninone JAR-14 oz. 
operation. Approximately a penny per patient $475 


for this excellent cleanser! 






























Use Oraclenz coagulant mouth rinse in your spray gun 
Strips teeth of mucin quickly. Promotes rapid polishing 




















( FREE. Pleasantly useful in prophylaxis, extractions, impressions; 
“SUPPLY OF | as general rinse. Supply included FREE with Sterodent 
ORACLENZ : 
_ Coaguiant Order Today from Your Dealer 
- Movth - STERILE PRODUCTS COMPANY 
Rinse SAN DIEGO 1, CALIFORNIA 














For Unercelled IT’S NOT 
AGEs Necessary 


Why spend money 
for new burs whet 
all you need is new 
cutting surfaces o 
your old ones? "4 
grind them a hdl 
size smaller ani 
make them Ili 
new again. We s& 











FISCHER 
Model “CW-DX" Floor-Wall 
Mounted Dental X-ray Unit 


®@ Minimum installation 
space required 
@ Shockproof throughout 
@ Complete mechanical lect only those thd 
fiexibility can meet our exat 
_ @ Radiographic positions | ing standards, then grind under wate 


easily obtained : 

— — P so no temper is lost. Result: burs thd 
@ Control permits precise ; 

adjustment cut like new again. 


@ Durable construction 
@ Highest quality radio- 
graphs assured 





Introductory—4 dozen, $1 
$4.50 per gross 


RNC EEAC RET enE Mn | MULLEN BROS. °°3,5.chicoss 4" 


Chicago 37, Ill. 






































AA Helpful Answer 


lo a 


FREQUENT 
QUESTION 


VERY dentist is asked, many times, if there 
1s a good dentifrice that doesn’t cost too much. 
A helpful answer is to suggest our sodium bicar- 
bonate, known throughout the United States as 
Arm & Hammer Brand or Cow Brand Baking Soda. 
This reliable product 1s pure sodium bicarbonate 


. . scientifically maintained at U.S.P. standard. 


Our soda is accepted as a dentifrice by the 
Council on Dental Therapeutics of the American 


Dental Association. It cleans teeth safely and well. 


Because of the low cost of our Soda and its de- 
pendable character, the dentist will be rendering 
real service to his patients when he recommends 


it as a dentifrice. It 1s obtainable nation-wide. 


Business Established 
in 1846 


CHURCH & DWIGHT CO., Ine. 
10 Cedar Street, New York 5, N. Y. 
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Accedted 


COUNCIL on DENTAL 
THERAPEUTICS 





DR. 


ADDRESS 


CITY ZONE STATE 


COREGA CHEMICAL COMPANY 
208 St. Clair Ave., N. W., Cleveland 13, Ohio 


NOT ADVERTISED TO 











OMPARE 
ENTRAL’S 


OMPLETE-UNIT- 
WIth ALL OTHERS 





PRE-WAR CONSTRUCTION ...PRE-WAR PRICE 


As shown (less Handpiece) ...... $600.00. 
Unit, less Engine, .............. $325.00. 


The greatest value in equipment today. Immediate delivery and all 
the new finishes. 


Order through your dealer or write us direct, if your dealer 
doesn’t handle this equipment. 


CENTRAL DENTAL MFG. CO., INC. 
P. O. Box 686 — 640 So. Third Street 
LOUISVILLE 2, KENTUCKY 
































One practitioner in Georgia 
has ordered 100 copies of 
“Your Teeth and Your Life” 
every month since February 


1943! 


dD 
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Another Reprinting . . . . Total Now Printed 


ONE-HALF MILLION 


The continued demand for “Your 
Teeth and Your Life” has necessi- 
tated another reprinting. Copies 
now printed totai one-half million. 
Actual sales total over four hundred 
thousand copies. 


If you are not using this ethical pa- 
tient-education material in your 
practice may we urge you to do so 
now? It is written and illustrated 
so that your patients can readily 
assimilate its message . . . the value 


of periodic dental care and the dan- 


gers of neglect. One practitioner writes: “Your booklet entitled Your 
Teeth and Y our Life is one of the finest pieces of literature for the pa- 
tient that I have come across. In fact I think so much of it that I am 
mailing it co my patients regularly.”—H. A. T., Philadelphia. This is 
a typical! comment... it is the rule rather than the exception. 


“Your Teeth and Your Life” can be used in many ways in your prac- 
tice: (1) in the reception room; (2) as a statement enclosure; (3) 
for patients upon dismissal; (4) distribution to Parent-Teacher 


groups; (5) distribution to children 
by school dentists; (6) enclosure 
with patient recall cards. 


Ethical patient-education material 
of this high type is worthy of dis- 
tribution in your practice. Why not 
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order a supply now? The cost 1s | 


negligible. 





odes 


Dr. 














A 
Prices: You (et Secth 


20 7 
for and 


$1.00 
Your Life 





















100 
for 
$4.00 


by EDWARD J. RYAN, DDS. 
Editor, The Dental Digest 









ae 


Use the cou- 
pon to order 


Copyright 1941, Dental Digest, inc. 


(Actual Size) 


Dental Digest, 1005 Liberty Avenue, Pittsburgh 22, Pa. 
Here is $........ .covering copies of Your Teeth and Your Life. 
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Special Money-Saving Offer On 





Save $1...cut out this ad and 

send it to your dealer or to 

* Certified to comply with A.D.A The J. Bird Moyer Co. Non. 

specifications No. 12 of Jan., 1942 for fading regular, light and dark 
methyl- methacrylate derture resin pink ...and clear. 


The J. Bird Moyer Co., Inc. © Phila. 6, Pa. 


| “Horws a ‘ | A Sincere Welcome to 
TOPICAL MEXICO 


ANESTHETIC 










HOTEL REFORMA 


:— in MEXICO CITY 




















3 A 
ad A au ‘a The Reforma continues as the preferred 
f= meeting place of experienced travelers, 
a who appreciate luxurious bedrooms, the 
ANTISEPT! ee oo elegant spacious lounges, Cuisine par ex- 
; ¢ cellence under the direction of famed 
A Ciro’s, the courtesy of the hotel's staff. 
3 alata chal 
~~ an . 
ACTION i =. . . » And Mexico’s Most Modern 
. no Resort Hotel 
: os 
Yes Waite’s Topical oOo — The 
Paste gives you the an- REFORMA CASABLANCA 
esthetizing efficiency of ‘ 





IN ACAPULCO 


Acapulco, the ideal all-year resort. 80 de- 
gree average temperature. 120 airy rooms 
overlooking the open sea, the picturesque 
bay and charming town. The crystal clear 
ORDER | swimming pool —the Beachcombers — 


A SUPPLY | baw dy unique Roof Garden and Night 


TODAY! 


famed Pontocaine plus 





the antiseptic qualities 
of time-tested Zephiran 
Chloride! 





Our Offices in the United States 


Essex House, New York 19 
55 E. Washington St., Chicago 2 






AN ULTRA-STRON® DENTURE 
Wl 7i-/ 


N, longer do you have to be content with less 
than adequate strength in your dentures to obtain 
‘satisfactory adaptation—or vice versa. For now you 
‘can get both of these vitally important properties in 
“the same denture — and both in far greater measure 
‘than in any molded plastic denture previously avail- 
sable. Not only that, but greater permanence of fit; 
its adaptation is not affected by water absorption, 
-and ‘there’s no post-insertion warpage. Its color, too, 
is exceptionally beautiful, and permanent. 





| This is not just another denture base material, but a 

special “high-heat” acrylic plus major technological 

_advancements in processing. It is without, doubt the 
most important contribution to the improvement of 
denture service since the advent of modern plastic 
materials for denture use. 


Conclusive evidence is presented in the 
- booklet mentioned below; send for it now. 


paar S 
{ 


1009 Jackson Street Toledo 1, Ohio 


Please send me your illustrated booklet ““Acrisase DENTURES” 


Dr. 





Street Address 








City-Zone-State 
















A New, Professiona 
to Topical Fluoride Therapy 


*Patent Pending 
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TOPI-FLUOR THERAPY KITS* 


TOPI-FLUOR WAX IMPRESSION METHOD OF APPLICATION 
@ insures positive contact with all tooth surfaces. 
@ Minimizes dilution by saliva. 


@ Reduces professional time by 5C°%. 


TOPI-FLUOR CREAM 
@ Contains 2% sodium fluoride in solution. 
@ Has lower surface tension than ordinary solution. 


@ Provides a visible, adherent coating to teeth. 


TOPI-FLUOR CONTROL TABLETS 


@ Prevent possible toxic effects. 


Order Topi-fluor Therapy Kits and obtain professional instrue 
tions from your dental supply house. 


Literature on request. 


Jaclede 





LACLEDE LABORATORIES, Ine. 


$T. LOUIS, MO., U. S$. A. 
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simply add water and use. 
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FR X-RAY ACID FIXER 
AND HARDENER— 
Laboratory tested for 
permanency. A concen- 
trated solution that’s 
easy to dilute and use. 











— el ae oe 
— eo ar_meo aE Ee es ee 
— ———— ee | 


Made by THE FR CORPORATION, 951 Brook Ave., New 
York —serving dental darkroom needs for over a decade. 
Distributed by KERR MANUFACTURING CO., Detroit, Mich. 


FR X-RAY DEVELOPER—A crystal-clear 
developer which produces brilliant radio- 
graphs of superb quality and diagnostic 
detail. Long-lasting. Concentrated— 
















DOCTOR... } 


No other mouthwash 
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has the same thorough 


UW Wy, 


Ty 


cleansing and 






stimulating action on 
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mucous membranes. 
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For YEARS and YEARS of PERFECT Service 


Depend on HANAUWU Equipment 


SEND FOR FREE CATALOG 
©® 1231 Main St., Buffalo, N.Y. 
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CLARK equipment is our specialization 


We can still supply new cuspidor waste and supply tub- 


ad CLAR jiz. Send us your old connections. We will 
Complete stock of parts. attach new tubing. Prompt, guar- 
Skilled workmanship. Your old out- OF 4 iia: aaauaee. 


fit reconditioned likc new. Ask for an estimate. 


GLAZBROOK BTOS. DENTAL SERVICE SHOP 
7046 Wentworth Aveiue Caicago, Ll. 








Place reflector in the mouth adjust your X-Ray, and there's your 
picture on the Reflector. Recommended for: root canal work, over 
hanging margins on fillings, impacted teeth cysts, granulomas 
fractured root tips. general examinations, etc 
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UNION BROACH C 






O., INC. 37 West 20th St., New York Il, N. Y. 
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A COMPLETE UNIT -- casting 

machine with sensational Centri-Vac 

(combining vacuum with centrifugal 

force for the first time) -- bell jar 

unit for investment evacuation 

-- electric furnace -- vacuum pump 
--all necessary fittings. 


Includes a 3-way manifold with vacuum 
gauge—one connection for the casting 
machine, one for the belljar and one for 
any desired purpose. The electric fur- 
nace has a unique thermostat which 
maintains any sef temperature INDEF- 
INITELY. 





The combination of vacuum with centri- 
fugal force makes truly amazing cast- . 
ings—much finer margins and far great- 
er detail—dental castings could never 
before be made as dense. This equip- 
ment is hailed the greatest advance- 
ment in casting technic in many years— 
AND, neither special casting rings nor 
special investing technic are needed! 
The bell jar is included for those who 
want it—but it is not a prerequisife to 
vacuum casting. The outfit is available 
complete—or you may obtain the in- 
dividual parts separately. 


For complete information on equipment 
that will enable you to make BETTER 
FITTING inlays, bridges, partial and 
full dentures (and our NEW CATALOG 
NO. 17, just published), write: TORIT 
MANUFACTURING CO., 279 Walnut 
Street, St. Paul 2, Minnesota. 


LhoriteDentalprroducts 
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= You asked for it! 


> 





Dentists asked for this model holder as a time saver, a precision tool for 
better workmanship. For you, a dentist, it was designed to (1) hold the 


model steady, (2) provide security of appliance, (3) give a ground contact, 





(4) leave one hand free. Other soldering machine features: Handy foot 
control, heat control rheostat with approximately 30 heats: handles any 
dental material. It was made for you—we're sure you'll want one. 


Rocky Mountain Metal Products Co. 


—_——_ —_—-—— - $e ——_— 


USE IMPROVED BITE-WING TABS for better bite-wing examinations. 


Not too wide ... not too short. Can't slip... not too flexible, 
which means you avoid distortion. 


Box of 100 tabs, only $1.25 
PITTSBURGH SPECIALTY CO., 524 Federal St., Pittsburgh 12, Pa. 


© A Complete Dental Laboratery  —s«._—| 


Send stone models to us for exact fitting 
cast removables and modern dentures. 


+ N > I i») 7 R 27 EAST MONROE ST., CHICAGO 3 ILL. 
ENTRAL 168 


WANT A 





SOLID BRONZE SIGNS 


Cast, solid bronze signs, drilled with screws 


BS POLISHER FOR 
TRIAL? 


Sanesatnaaroee et eae teecteipocttes- of Gaaettod ean | 
The best way we know to [) ms M ; WH | | 2 [ 3 7 
prove the efficiency, smooth- 
ness, coolness and comfort ms = : 
of the BS Polisher is to send 3°'x12"—-$7.20. 3°x14"—$8.40. 3°x16""—$9.60 

you a sample. There is no charge or obliga- SES Ole, S SEE Soe Se. S ELS Ose 

tion. Then you'll have the proof we want ae = yas Ig oP eT 
you to have, Send for your sample today. 5”x16"—$17.60. 5”x20”—$22.00. 6’’'x20’’—$26.40. 

Young Dental Mfg. Co., St. Louis 8, Mo. Ask for prices of other sizes. 

Yes, send me a sample BS Polisher. Also ‘‘Waiting Room’’ and other signs, 

Dr 3” x 12”, $7.20. 


Add LAUER METAL SHOP 
ss a 1108 Cathedral Street, Baltimore 1, Md. 
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Rinn's New 
““TROPICAL EMULSION” 





«-- brings finer 
faster results 


ee less retakes 














@ Another important improvement in 
emulsions by Rinn! An X-ray film that 
withstands high temperature processing, 
retains a hard surface, dries quickly, and 


eliminates the danger of reticulating, 








running or frilling. All a guarantee of ac- 
curate, full detail with finegrain texture 


and a complete range of grey tone values. 


X-RAY MOUNTS e FILM MOUNTS 


Ee 


: SOLUTIONS e« ACCESSORIES 


R N N X-RAY PRODUCTS, INC. 
| , 3035 Fullerton Ave. , Chicago 47, Ill. 
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Pain Relief 
in Vincent's [. CRESI LVE 


RCC. v.s. PAT opg 





Pain caused by Vincent's 
Infection is usually re- | HIGHEST 








lieved within 24 hours -- Epi PRACTICAL 
after a maintained course _ § : 
of Cutter PEN-TROCHES* is | | SILVER 
started. Healing is pro- | § CONTENT 
gressive and smears become | F— : 
negative in typical cases. | AVAILABLE 
a : 
Prescribed for prophy- | fi ALWAYS RETAINS ITS | 
laxis following routine m2 =———™~CsSWLVEERY-wuiTE LusTRE | 
dental procedures —— ee ge 
PEN-TROCHES -—- Crystal- ae 
line Penicillin G (Potas- a ) 
Sium) --— also provide a | : 
convenient method of eo | Bae | 
sustained treatment for wee ESILVE!) | 
other infections of the os = an. | 
oral cavity, caused by ego 
penicillin sensitive or- 
ganisms. PEN—TROCHE 
therapy controls bacterial CONFORMS TO 
growth and allows healing FEDERALZADA OF 
to continue unimpeded. SPECIFICATIONS | 
s 


Available in moisture- 
proof vials or in bulk -—- 
in 1000 or 5000 units. 


*CUTTER trade name for penicillin troches 


CUTTER LABORATORIES (rescent DENTAL MFG. CO. | 


1839 S Pulaski Rd. Chicago 23. I!' 





Berkeley 1, Calif. 
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Restorations 
Have 


a Good 
Start on 


Foundations 
of 
PLATINUM 


PALLADIUM 
GOLDS 











Platinum - palladium - golds 
give you accurate, one- 
piece castings with good 
Surfaces requiring but a 
minimum of finishing. 

And the lasting resili- 
ence of these dental metals 
protects the perfect fit of 
your work; assures good 
retention. 

With a foundation of 
platinum - palladium- golds, 
your patients are at ease, 
physically and mentally. 





“PLATINUM - PALLADIUM -GOLDS IN DENTIS- 
TRY” is a forty-page booklet on dental 
golds. Have ycu sent fer your copy? It’s free. 


Platinum Metals Division 
THE INTERNATIONAL NICKEL COMPANY, INC., 67 Wall St., New York 5,N. Y. 
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Gustarom satisfaction, the subjective aim of 


eating, is not necessarily achieved by a nutri- 


‘and amounts of essential nutrients, other requisites 
must be met. Thus, even a well balanced meal may . 
Se a palatal 


‘the teded feiching kosih, sorel deine. its 6etbapal 





; gustatory monotony. Not only children but also adutts 


‘oppreciate the feeling of penery *“ sagen brings 
at such times. — | 





| jaded appetite, mony postextraction patients fre- 
"quently get little pleasure out of a nutri y 





adequate dietary. Candy will give su 









3 welcome fillip os well as make ts 0 
dietary contribution to’ the e - int of | 
 putrients and its _— valve. 
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i Candies made with milk, 

: butter, eggs, fruits or nuts 
as well as pure carbohy- 
drates present no difficul- 
ties in digestion, have few 
contraindications when 4 
general diet is allowed, 
and often satisfy when no 
other component of the 
dietary can. 


SASSOCIATION =| 


| INOATH LASAVLE ST.CHICAGO 2.1L 
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SPECIAL » 
OFFER » 


with MASEL 
GOLD TEETH 
for DENTURES 


MASEL’S MOLD GUIDES 
included FREE to dentists 


Masel’s Mold Guides are made in without cost, with purchase of each 
four groups—Centrals, Laterals, Cus- dozen teeth. You get a complete set 
pids, or Bicuspids—and are the exact of anteriors with order of 3 dozen. 
— of Masel Gold Teeth for Den- And you also receive your regular 
aon quantity discount. Ask your dealer 
Your choice of any group, absolutely about this excellent offer today! 


ISAAC MASEL CO. "93,srr%2.5" 
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when you use 
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er FORMULAS | 












| PHOTO SHOWS handpiece encased in 
Handpiece Glove just after it has been 


in j f i dw . Wh 
~ ential conden wili ~ A M M 0 N | ATED 
eaenaae SILVER NITRATE 
| A clean Handpiece For use wherever silver nitrate ther- 


apy is indicated ... Harmless to soft 


| waee operating is P ossible or hard tissue . . . Simple technic. 


only with a Will not discolor teeth 
| | Handpiece Glove Formula by I. Disraeli, D.D.S. 
Order direct or through your dealer 
Ask your Dealer, or write Write for Literature 


HANDPIECE GLOVE CO. PERIODONTAL SPECIALTIES CO. 
3643 Calafia Avenue, Oakland 5, California 201 Bedell Bidg., San Antonio 3, Texas 



























GOOD Before...Now Even BETTER! 


Rockland’s IMPROVED Self-Curing 


| ACRYLIC 


AMALINGH acta: 


For Acrylic Dentures 
For prompt relining, you can’t beat 
Permaliner. It fuses chemically and ad- 
heres permanently to acrylic dentures. 
No harmful solvents, non-irritating. Pink Box of Six Tubes $5 
and clear. Simple, fast technic. 











Individual Tube $] 















ORDER THRU YOUR DEALER, OR DIRECT 


The J. Bird Moyer Co., Inc. » Phila. 6, Pa. 


FLOSSY AMALGAMATO 


In a beautifully molded ivory plastic cabinet — 
raer itl rs ; alongside finest dental equipment — Silent —§ 
2 proof — Automatic timing — No balls — No pe 


— Uses magic split- friction capsule with st 


GRIPPER FASTENERS, | S a ee 

Costs only Bl gps tt 7 s $10. 
FOR COMFORT | ‘er { 
& GOOD LOOKS 


ONLY 50 



















OR 





\ 
Handsomely cut dental jacket of sturdy 
Sanforized Indian Head Cotton. Belted 
back; instrument pocket; Gripper Fast- 
eners from neck to hem. “Certified 
Washable” by American Institute of 
Laundering. No. 254. Even sizes 34 to 46 


Same model in finest quality, 2-ply 
Sanforized and mercerized poplin. No. 
252. Even sizes 34 to 46. $4.50. “ pao Bea y 
fa Money Back Guarantee on Every Garment magic, sharp in- 


is “canta 2) con ‘Order Mailed Immediately - nerrib produces 


A Ss Send check, money order or order C.0.D, i aie liek’ endian FF anne ny reas" 


& 4) 
torus” We pay postage on prepaid orders. pestle. No guesswork. No balls, automatic. 
Send for free catalog of other styles, also nurses uniforms Sample 75c—3 for $2.00, or 12 in hand- 
some molded cabinet $6.00. Vax Amalgam 
The MEDI-KOTE CO., Dept. S Cavity Liner $2.50. Floss Gold Repairs 
without Soldering $2.50. Dental Floss 
ROCKVILLE CENTRE, N. Y. Guide 50c. In pocket case $1.00. Send posta 
literature and directions. 
Flossy Dental Corp., 228 S. Wabash, Chicaf? 






















We have a Sterilizer in Every Operating Room because... 


Patients want proof 
of protection 


orstol i miilicxditels 








<< eee, 
a | ae 


Patients know a ‘working’ ster- 
ilizer is the only assured pro- 
Yo flolameolelollalimecesterili-vailolameltl- 
to non-sterile or septic instru- 
ments and materials. That's why 
the modern dentist protects him- 
self and his patients with a ster- 
ilizer in every Operating room. 


WW AAt i aoMtti-1a11) 4-1 an lolaehi-teom ael-va> 





he needs it, the dentist uses it 


when he needs it .. . eliminating 









wasted time and steps ... and . —— 
avoiding possible breaks in. his 


aseptic technique. 


CASTLE “90° 











Castle's complete line of office sterilizers provides a 
functional unit to meet any requirement of service or 
space. See your Castle dealer or write the Wilmot 


Castle Company. 


Ctl LIGHTS AND STERILIZERS 


1101 UNIVERSITY AVENUE ROCHESTER 7, N.Y. 









































NEY-pLANNED 


TECHNICALLY SPEAKING ... 


At zero tilt (with the model held in the level 
occlusal plane) the right molars showed very 
severe lingual undercuts and none at all on the 
buccal. Consequently it required a pronounced 
right lateral tilt to develop the buccal under- 
cuts needed for retention with the #1 clasps 
that were being planned for that side of the 
denture. A slight posterior tilt was then intro- 
duced in order to produce non-undercut areas 
on the mesjal of the first molar and at the 
distal of the third. 


At this tilt the left molar abutment presented 
sharply undercut lingual and mesial surfaces. 
There is some undercut at the mesio-buccal as 
well, but the survey line is low enough to 
allow the rigid shoulder of a ring clasp to be 
placed above it without interfering with the 
opposing teeth. Of course the mesial undercut 
must be relieved to allow the truss arm to 
seat without interference. 


The four accompanying drawings show differ- | 
ent views of the model with survey lines and 
resultant undercuts at the tilt which was used 
in designing and making this case. | 





Number twenty-six ef a series 





OR CONSERVATION 





. i was another one of those unfortunate war injuries 


caused by a machine gun bullet. It resulted in the loss of all the 
lower anteriors and bicuspids plus the lower left first molar. A 
major problem was to plan clasps for the restorative appliance 
which would supply the best possible bracing within themselves, 
inasmuch as the destruction and loss of tissue prevented the 
saddle area from being of any material help in stabilizing the 
denture. Therefore it was decided to rely on the right side with 
its molar teeth in good condition for the main bracing function 


and to try to develop satisfactory #1 clasp indications there. 


Thorough planning and sound application of Ney Surveyor 
principles gave this patient a partial denture which has restored 
his mouth to normal function and which, at the same time, will 
help co prolong the life of his few remaining teeth. This last is es- 
pecially important since the abnormal bone and tissue loss would 


| make the wearing of a full denture difficult, if not impossible. 





| Ney Surveyor design plus NEY-ORO G-3 casting gold combine to produce 
potient appreciation of the best in dental service. 


PUBLISHED BY THE |. M. NEY COMPANY, HARTFORD 1, CONN, 
AS ONE OF OUR RESEARCH AND TECHNICAL SERVICES 















































SEABROOK DENTAL ATTACHMENTS 


When aesthetic value is of great importance, Sea- 
brook Attachments insure superior results. Metal 
clasps are used only on the lingual surface. At- 
tachments are held firmly by a small tube contain- 
ing a helix wire which exerts a slight pressure on 
the adjacent tooth. Use of crowns or inlays is elim- 
inated. Seabrook Attachments are removable and 
easy to keep clean. 

Use of Seabrook Attachments eliminates difficult 
technique. A descriptive folder outlining-directions 
for best results is enclosed with every order. 


PRICE $5.00 


Money back guarantee! Patent Pending. 





HELIX DENTAL PRODUCTS 
3931 Mulvey Avenue 
Bronx, New York 


Please send....Seabrook Dental Attachments to: 
Dr. CREPES SHEE HEHEHE SESE ESESESESES eeeeece 
DL senendbsenbeeesedee ee ses 60ses6enseoeseees 
BTCC T TTT TTT TTT CTT TTT TTT BORO. cs cccccccecs 
DP! ° (aceite pen eeadinndddetembabeseseneoenncentn 
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GASES FOR 
ANALGESIA-ANESTHESIA 


The “Ohio” label on dental gases is 
your assurance of uniform purity and 
dependable service. 


“OHIO” 
ETHYL CHLORIDE 


U.S.P. 
—accepted by the American Dental 
Association Council on Dental Thera- 
peutics. Available in 100-gram hand- 
fitting bottle and 100-gram metal tube. 


“Ohio” gases and dental 
equipment are available 
through recognized “Ohio” 
dental dealers. If your dealer 
cannot supply you, write us. 


THE OHIO CHEMICAL & MFG. CO, 
1400 East Washington Avenue 
Madison 3, Wisconsin 
BRANCH OFFICES IN PRINCIPAL CITIES 
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E. | WE WILL SEND YOU OUR No. 7491 
RE: ($4.95 Value) TALON ZIPPER FRONT 


PROFESSIONAL GOWN $7 2775 











F in Coupon } With your order for 3 No. 7491 gowns at $14.95, you will receive a 4th 
we Guarantee gown absolutely FREE. Use this as a sampie—wear it, launder it, test it 


SEND COUPON FOR 3 
GOWNS - GET ONE FREE! 





Gowns made of finest quality, wor and we will refund your 
sanforized pre-shrunk, lustrous money by return mail! 
white poplin. 


JAMES G. 


! 
| 
1639 W. Evergreen Ave. Chicago 22, Ill. | size. oc cscs | 
Please send me my FREE FULLY GUARANTEED | 
Talon Zipper Front Professional Gown. | will pay | Height? ..+.- 
postman $14.95 plus postage for 3 gowns. If not 
completely satisfied with FREE gown, it is understood | Weight..... h 
I may return 3 and get my money back at once. ! 
| 
| 


in every way! If you are not 100% satisfied, throw it away and retum 
the other 3. We will immediately refund your $14.95 in fulll 


HERE’ 
A PROFESSIONAL GOWNI 


S EVERYTHING YOU WANT IN 


*Cc WAPPEARANCE HVIYTS-Y Tolle) ) Varctry O his: 
*% COMFORT TSERVICEADAITY 

We guarantee these garments 

3 +] 4% to give you 100% satisfac 

tion! If they don’t . . . retum 


them new, used, laundered or 














FAST COMPANY Shict 
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-gine need from small, very inexpensive, cable 

















You buy PROVEN PERFORMANCE 


when you buy a 


KONEAGML ENGINE! 


Model 207. Features powerful high-speed 
dynamically - balanced universal motor — 
forced-draft air-cooling feature, quick-de- 
tachable improved No. 7 handpiece, foot 
rheostat. Also available with laboratory 
type handpiece. 












Model 88. Features amply power- 
ful high-speed dynamically-balanced 
universal motor—forced-draft air- 
cooling feature—reversing switch— 
superior, precision-built 3-section 
arm—foot rheostat. Floor stand up- 
right is made in two sections, facil- 
itating quick disassembly and re- 
assembly where engine is to be used more than 
one place and permitting of its being stowed 
away in a small grip. 


The fact that many Foredom Engines pur- 
chased over two decades ago are still in daily 
use is intrinsic evidence of their thorough- 
going quality. 

Only Foredom supplies every auxiliary en- 


engines for away-from-the-chair laboratory 
tasks to heavy-duty cable models such as Model 
207 illustrated and a complete line of all cord 
models—wall, table and floor types—includ- 
ing our IMPROVED No. 88 illustrated. 


Ash wour dental depot regarding Foredom or 
write us direct if he cannot supply you. 
Catalog No. D1412 on request. 


IMPROVED 
MODEL 
838 


FOREDOM ELECTRIC CO. 
27 Pork Place, New York 7, fi. Y. 
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* White Beauty Alloy* 


LANG 


* Dental Crown, Bridge, 
and Inlay Cement* 


LANG 


* Denture Material* 


if 


LANG Elastic Impression Powders 


* Elastic Impression ... insures accuracy—within 1/1000 of is 
Powder an inch per inch; smooth models; ideal: i 
working properties; and economy—l8 [i 
oe oe 
full units in each box. Fe 
LANG sia 
Note: Certification to the A.D.A. Research} 
: Commission at the National Bureau of Stand: ¥3 

* Posterior Porcelain j : 


ards guaranteed at time specifications are 
arrived at. 


PRICE: $4.50 per box (18 full units) 
3 boxes, $12.75 
LANG Sold only through authorized dealers. 


* Denture Reliner 





DENTAL MANUFACTURING CO., 828 MONTROSE AVE., CHICAGO, I 
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¥% It’s just like finding extra money! Ship all 
your old crowns, bridges, inlays, grindings, 
filings and sweepings to Goldsmith. Remember, 
Goldsmith's expert refining service means you 
get the highest possible price. Why risk getting 
less? Make your shipment to Goldsmith TODAY! 





GOLDSMITH BROS. SMELTING & REFINING CO. 


|58 EAST WASHINGTON STREET, CHICAGO 74 WEST 46th STREET, NEW YORK = | 
e MICHIGAN BUILDING, DETROIT : 


j PLANTS: CHICAGO - NEW YORK « TORONTO 





Two new 


MeKesson 


COMPRESSORS 


feature Quietness and 


Freedom from Trouble 


Stand beside one of the New McKesson #580 or 581 Com- 
pressors. Listen for noise. The average person cannot hear it. 
Lean over with your ear close to the compressor cover—now 
you may be able to hear it. 

After the compressor is installed, check the oil level once 
every 5 to 10 years! 

That’s the kind of quietness and trouble-freedom that is built 


into every one of these new McKesson Compressors. 


For more information, write for our new Compressor Pamphlet. 


lc Kesson 
APPLIANCE 
COMPANY 





TOLEDO 10, On'10 





the 
By0-V:152619DIUM FLUORIDE 


TUC:iDOR 


different from 
all others... 


Because TUCiDOR is always a fresh 
solution... remains at the most 
effective percentage and pH in- 
definitely. 


Because a stable solution is always 
dependable. 








Because the special container is 
not affected by sodium fluoride. 


Safe . . . Non-irritating in contact 
with gingival tissues ... No contra- 


indications . . . Simple technic. 


For topical application 


Tucidor's special 


plastic container will 


not react with sodium Please send me: 
é C} Free literature and abstracts on the 
fluoride. Glass does! Site taskete. 
CUA bottle of Tucidor at $4. 


$4.00 sive 


Dealer 








4 ounces 











THE XTTRIUM COMPANY, Inc. 


415 W. 39 St., Chicago 9, Illinois * 


















Individual 
CAST-FORM Cards: 
percard $1.25 


6cards ._-_ 6.00 






















BS ‘: PRESENTATION 
me PACKAGE 


1 BASSWOOD CABINET......$ 5.00 
11.00 
1.00 
1,50 
1.00 





“PRESENTATION PKG. $15.00 


onon 


oe VALUE $19.50 


saving $ 4.50 





ten 








CAST-FORD 
Strength an 


A TYPICAL 
CAST FORM 
ASSEMBLY 























instruction system assures 
feamlined simplicity of dest 


CAST-FORMS* are not merely prefabricated plastic sections 
for “waxing-up” partial cases. They are eleven scientifically de- 
\| signed sectional units for the advanced Cast-Form Construction 
#1 System (the system represents the combined thinking of leading 
hi Prosthodontists) which makes certain each case embodies the cor- 
Z rect modern concepts of good partial denture design. 

Despite the simplicity of design in the Cast-Form Construction 
Hi System, the light, streamlined structures built-up with Cast-Forms 
m™ assure that first; each case is beautifully “engineered for strength.” 
| Second; no weak spots or irregularities can unwittingly be incor- 
7] porated in the structure. Third; your cases will be uniformly, well- 
constructed. Fourth; clasps and bars are properly designed for full 
functional efficiency. Fifth; the complete elimination of all unnec- 
essary bulk. Sixth; casting and finishing results immeasurably im- 
proved. Seventh; Cast-Forms require no special equipment—Avail- 
able at all better dealers. 








*Leave no residue after burnout! 








: ADERER (FOLDS 


Julius Aderer, Inc., New York + Chicago 


Why, MEASURE 
Gua P OUR x) 


at a 


PARKER A 
TABLET... 


A NEW EFFECTIVE 
“Cold Disinfectant” 


One tablet in a pint of water 
quickly disintegrates to make 
a 1:1000 solution of stadle, 
active germicide, absolutely 
non-corrosive, non-irritating. 
This solution disinfects your 
instruments in ten minutes. 


40 TABLETS 
Equiv. to 5 gals. $550 
of 1:000 solution 
Ask your dealer 
A. J. PARKER COMPANY 
Pharmaceutical Chemists 
PHILADELPHIA 3, PA. 


S DAILY LOG 


for Dentists 


; | Used by many thousands of dentists for 
'over 15 years. A complete, easy-to-k 


record book designed for dentists only. 
Many special record forms included. All 
in one volume — looseleaf — fits in your 


| desk drawer. 


Only $6.50 complete. Available through 


your Dental Supply Dealer, or order direct. 


COLWELL PUBLISHING CO. 


260 Univ. Ave., Champaign, IIL 


- Self: te diet 


THE NEW ACRYLIC THAT 
DOES MOST EVERYTHING ... 


AMAZINCLY DIFFERENT 
CURES BY. ITSELF! 


Requires only 20 minutes to... 
REPLACE BROKEN TEETH 

REPAIR FRACTURES 

MAKE INDIVIDUAL IMPRESSION TRAYS 
HAWLEY ORTHODONTIC APPLIANCES 
TEMPORARY IMMEDIATE PARTIALS 

BASE PLATES 

ACRYLIC INLAYS & JACKET CROWNS 
ACRYLIC TEETH * FACINGS + TUBE TEETH 


ND MANY OTHER USES 


+-e+-eee ee 





ONLY $6.00 ror comptere xi 


8 OZS PINK POWDER 

4 07S tiQuiD 

3 BOTS TOOTH SHADES NO's 63 65 & 73 
MEASURING DEVICE MIXING JAR 
DETAILED INSTRUCTIONS 
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Coralile DENTAL PRODUCTS CO. 


27 East Monroe Street 7 Chicago 3, Illinois 
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The key to successful topical peni- 
cillin therapy in the mouth lies in 
adequate dosage. Penicillin Tro- 
ches-C.S.C., providing 5,000 units 
each of Crystalline Penicillin G 
Potassium, produce exceptionally 
high penicillin salivary concentra- 
tions. These lenticular troches 
readily adhere to the curve of the 
hard palate, and remain in place 
for one to two hours. Thus penicil- 
lin is carried to all recesses and 
crevices within the oropharyngeal 
cavity. Specifically indicated in Vin- 
cent’s (fusospirochetal) infection 
of the gingivae, mouth, pharynx, 
and tonsils. Available on prescrip- 
tion in bottles of 25. 


CSC Fhamacautiouwds 





A Division of COMMERCIAL SOLVENTS CORPORATION, 17 E. 42nd St., New York 17, N.Y. 
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ORTHODONTIC APPLIANCES 


Angle —- Mershon — Hawley 
Crozat — Bacon — Maintainers 
Send study models 
for FREE ESTIMATES 


A complete Laboratory 
Service 


MOSSEY - OTTO CO. 


615 N. 16th — Milwaukee 1, Wis. 
Box 562 














NAIL BITING 


CHEEK BITING , 


oon 4 


shield : 
Effectively * 
obstructs practice of Habits oe 


Prescribed by Specialists 


Breaks Habits GENTLY 

and GRADUALLY. 

Descriptive Folder FREE on request 
At your DRUGGIST or Direct fron 


CORONA DENTAL PRODUCTS by 
CORONA NEW YORK We 








The American Beauty 
Centrifugal Casting Machine 
3 Small Rings 
3 Large Rings 
1 Sprue Former 

1 Pair Tongs 


List Price $30.00 


For immediate delivery 
Through your Dealer or 
DIRECT 


2462 Valentine Avenue 








Low anton Gold Color, for Speed, 
Strength, Economy. Wonder Soider 
is the patented soldering alloy 
especially recommended for joining 
stainless steel to precious metals. 
May be used to attach lugs, or 
tail pieces, to solder clasps or 
backing, to repair lingual or pal- 
atal bars. Makes joints of excep- 
tional high strength. Contains 50% 
silver. 

Special Introductory Offer— 

One ounce Flux with one ounce 
Wonder Solder $5.00. 


WESTCHESTER DENTAL MFG. CO. 


Bronx 58, N. Y. 
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| Make sure you're 
using the right 


film— 


That means Kodak Periapical 
(the type you prefer), Kodak 
Bite-Wing, Kodak Occlusal— 
in the easy-to-use packet... 
uniform in action and in result. 


Make sure of these 2? things 
... to get the most 
out of every exposure 


2 Make sure you're 
using the right 


chemicals — : 
That means Kodak Concen- 
trated Dental X-ray Developer 
and Kodak Liquid X-ray Fixer 
and Replenisher—both com- 
pounded with laboratory care 
8.. uniform in action. 


Kodak Films and Kodak Chemicals are made to give you best results when you use 
them together—so, specify “Kodak,” all the way... to your regular dental dealer. 


KODAK X-RAY PRODUCTS FOR DENTISTS Films... Film Chest, 
Dispenser, Receptacle ... Intensifying Screens ... Exposure Holders... 
Safelight Lamps and Filters ... Processing Tanks ... Processing 
Chemicals ... Processing Hangers ... Thermometer ... Mounts... 
Illuminator . . . Film Corner Cutter. 


EASTMAN KODAK COMPANY 4; | 
X-ray Division, Rochester 4, N. Y. Ke AG air 


**KODAK”’ IS A TRADE-MARK 
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good 
taste in 
vitamins 





















Cal-C-Tose,* mixed with hot or cold milk, 
re makes a refreshing, nutritious beverage \ 
which tempts even jaded appetites. | 
This tasty chocolate drink supplies liberal 

amounts of vitamins A, B,, B,, C, D, and 

niacinamide, as well as calcium, phosphorus, 

iron, and other nutrients. Patients 

actually enjoy vitamins in the form 

of Cal-C-Tose. 


Hoffmann-La Roche, Inc. + Nutley 10, N. J. 





CAL-C-TOSE ‘ROCHE’ 


*Reg. U.S. Pot. OF 




















Ail ay 


Here's a “perfect partnership’. 
’ sé 


“They” can make it easier %,.. you. 
Who are the partners?— Your assistant and the Phillips Control Technique. 

















It's a “perfect partnership” because, with a half-hour’s instruction, your 
assistant can quickly produce perfect inlays of all sizes and description. 


The Phillips Control Technique consists of Kerr Cristobalite Inlay Investment 
(high thermal expansion), Kerr Control Powder (low thermal expansion) 
and the Kerr Automatic Scale for proportioning the two. 

omnia 

inlay castings. 


Regardless of the sizes of the inlay or the room temperature, this 


ombination compensates for the variables and produces perfect-fitting 
Also, the retention of the inlay can be controlled to result in the type of fit 
you desire. 

No other technique offers this “control’ 


Use this ‘perfect partnership” 
time for relaxation, or both 


It will mean more time at the chair or more 
Write for our booklet—“Custom Built Inlays”. 
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) MANUFACTURING CO. 
@_DETROIT 8, MICHIGAN 





CLINICAL TESTS 
PROVE ITS HIGH 


THERAPEUTIC 


cin STERILIZING 
Lp BENEFITS TO 


/ 
mye 


THE DENTIST | 


@NON-IRRITATING —33iial 
e NON-POISONOUS 38 
@ NON-TOXIC 


Use HOT 
or COLD 


The high germicidal tency of Getz THERASEPTIC, as established 
by authoritative clinical tests*, gives the dentist a dependable, non-selec- 
tive, economical preparation having the COMBINED qualities of a 
positive aid in oral therapy and a fast, hot or cold instrument sterilizer; 
—as well as a general sanitizer and deodorant. It is odorless, stainless, 
non-poisonous. One 10 cc. vial makes 1 QUART OF THERASEPTIC. 
12 or 6 vials to the box. Order from your dealer today. 


KILLS SPORE FORMERS...Including ANTHRAX...IN 5 MINUTES! 


* FREE CLINICAL DATA ON REQUEST... WRITE: 
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SPEYER | = 
BERS Bm «MANUFACTURED By 
MON lee Viaaa’ F&R CO. 
cepted alloy that has been used canes 1g ' 


MB 116 MEDICAL DENTAL Bune 
by leading West Coast Dentists for 


SEATILE. WH. 
over 18 years. Speyer’s Alloy is 


hE lag. 


@Stort now to use this tested, ac- 











carefully made from C.P. metals. 
You will find it amalgamates 
smoothly in minimum time, carves 
exceptionally well in ten minutes 
and produces a hard, well-sealed 
mass that polishes beautifully. 








; SPEYER SMELTING & REFINING CO. 
* 681/2% silver. 216 Medical & Dental Bidg., Seattle 1, Washington 


* No initial contraction. 
Please send me quantity checked at price indicated. 


[] 1 oz. @ $1.70 per oz. ([] 10 oz. @ $1.35 per oz. 
[] 5 oz. @ $1.45 peroz. [) 20 oz. @ $1.20 per oz. 


¢ 4.4 microns per Cm expansion in 24 hours. 
* 1.6% flow 24 hours after amalgamation. 
* Complete directions with every bottle. 
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eciRIcATIO SPEYER S. & R. CO. 
2716 MEDICAL & DENTAL BLDG. 


SEATTLE 1, WASHINGTON 
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Onradent TOPICAL 
ANESTHETIC 
1 Gust ee OE a ey 
Bh ricat Aral 

' #Strengthen the weakest link in your chain of 
@ painless procedure with this new, different 
Topical Anesthetic that will earn you your 
patients’ gratitude by eliminating the discomforts of needle punc- 
ture, deep scaling, placing of copper bands, etc. ORADENT 
TOPICAL ANESTHETIC stable, non-evaporating, non-toxic, non- 


staining, pleasantly flavored and endowed with unusual wetting 
and penetrating properties . . . insures deeper anesthesia. 


JUST APPLY TO TISSUE FOR 60 SECONDS 


ORADENT CHEMICAL CO., Inc., Division of Mizzy Inc., N. Y. | 
BALDOR DENTAL LATHE 


No. 211. 1-speed laboratory lathe. Powerful 1/3 h.p., ball-bear- 
ing motor; totally enclosed, dust-proof—lubri- 
cated for life. 


ASK FOR. BULLETIN 317-F. Price, less chucks, $45.00 
BALDOR ELECTRIC CO., 4372 Duncan Avenue, St. Louis 10, Mo. 

















BENDICK CO., Lapeer, Mich. 


Please send 


Lingual Bar 
2 Clasps 
$1.45 
Chrome Alloy 














SPECIAL EVERYTHING FOR 
DECEMBER THE DENTIST’S OFFICE 


PRICES ON Announcements . . . Appointment Cote 
e 6 rons . Billheads ... r 

STATEMENTS and Storage Cabinets ... Case History 

Envelopes ... Contract Cards ... 

500 $2.85 Letterheads .. . Tray Covers... Water 


1000 3.95 Cups... X-Ray Env... . Etc 
2000 .. 6.95 Free catalogue sent on request. 


Prendee §=ANERICAN DENTAL SYSTEMS 


Bond DEPT. H + 146 W. 26 ST., NEW YORK 1, NV. Y. 





—We pay all shipping charges if check accompanies order__§__J | 
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Dentists in large num- 
bers throughout the 
country are recom- 
mending Revelation 
Tooth Powder, ac- 
cording to recent sur- 
veys. Cleans teeth 
safely, thoroughly, 
pleasantly. We invite 
you to test it at our 
expense. Please in- 
clude professional sta- 
tionery with your 
request for samples. 


A NATIONAL 
FAVORITE 
FOR OVER 

FORTY YEARS 
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\-BUG 


/ G Pat. May 21, 1940 
Now ... you can order this wonder 
electric- mortar-and-pestie and get delivery 
within thirty days. Although we have been 
making Wig-l-bugs in large numbers the de- 
mand has exceeded our supply for several 
years. Today, however, available materials 
and a stepped-up schedule permit our filling 
orders within a month. 
The Wig-I-bug requires only 7 to 10 sec- 
onds to triturate enough amalgam for the 
average filling. It saves time, prevents waste, 


produces mixes with a smooth, fine texture. 


Use it with your preferred alloy. 


(escent DENTAL MFG. CO. 


1839 S. Pulaski Road 
Chicago 23, Illinois 











SHE’S A WISE MISS 
...and so is her dentist or physician 


e In communities where drinking water 
lacks sufficient fluorine content, inci- 
dence of dental caries runs high... 
particularly in children. In such com- 
munities, rate of dental caries incidence 
ray be materially reduced by the regular 
use of Haack’s Ce-De-Flor tablets. 


Today Dentists and Physicians pre- 
scribe Ce-De-Flor tablets between 
topical applications to supplement the 
fluorine cantent of water. Palatable, easy- 
to-take Ce-De-Flor tablets are particu- 
larly recommended for children 6 to 16. 
Dosage: one tablet daily as directed 
by Dentist or Physician. Supplied on 
prescription only. Literature and sam- 
ples on request. 

FORMULA: Each Ce-De-Fior tablet con- 


tains 30 mgm. vitamin C, 1000 units 
vitamin D, 3 mgm. calcium fluoride 


CE-DE-FLOR’ TABLETS 


... to inhibit dental caries 


SINCE 1908 


HAACK LABORATORIES, INC. 


Makers of BELAP®, ALUBELAP®, THEO-BARB, 
THEOCARDONE®, CE-DE-FLOR®, CYMITAL 
and other tablet prescription specialties. 




















CRESCENT WEBBED 
Polishers 








This efficient polishing 
cup has webs that pro- 
vide a far greater work- 
ing surface. They re- 
tain the abrasive at 
high speeds, prevent 
splashing, consequent- 
ly do a better job while 
saving time. Smooth 
and gentle in operation. 
Made to fit your hand- 

piece. They are avail- 
! able NOW through 

your dealer or direct. 








nescentl DENTAL MFG. CO. 
1839 S. Pulaski Road 
Chicago 23, Illinois 
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NEW EASY-TO-USE 
Ptiable Plastic 


CUSHION 
LINER 








Ideal for 
TEMPORARY RE-LINES 
FUNCTIONAL IMPRESSIONS 


immediate comfort 
Complete suction 

15 Minutes to apply 
Never hardens 

No burning 

Lasts up to two months 
Can be removed any time 
Economical 


2 Sheets for $4.50 


Order through your dealer 






DENTAL MFG. CO. 


22 EAST VAN BUREN ST., 





CHICAGO 5 





2036 


10c per word, initials 
and figures used each 
counting as one word. 
Please send remit- 
tance with your order. 








WANT ADS 






Restricted to help and 
positions wanted, and 
practices wanted, and 
practices for sale. The 
minimum charge is $3. 





FOR SALE: Dental practice and equipment. 
Principal business corner in rapidly growing 
southern California city of seventy thousand. 
Equipment includes Ritter chair and engine, cabi- 
net, pedestal cuspidor; office air-conditioned. 
Rent $49.50. Price one thousand dollars. Retiring. 
**568’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Due to death, Florida practice in 
large city; established twenty years. Excellent 
location. Complete modern office; three chairs, 
air compressor, gas machine, and fully equipped 
laboratory. Price reasonable; terms. ‘569’’ Oral 
Hygiene, Pittsburgh, Pa. 





FOR SALE: Thirty thousand dollar practice in 
Los Angeles, Calif. Ideal location, fully equipped 
office. Retiring from business. Will stay with 
man buying this practice until he is acquainted 
with patients. ‘570°’ Oral Hygiene, Pittsburgh, 
Pa 





WANTED: General practitioner associate: one 
exempt from military service. ‘‘571’’ Oral Hy- 
giene, Pittsburgh, Pa. 





FOR SALE: Fully-equipped office and furnished 
apartment in town near Pittsburgh, Pa.; popula- 
tion thirty-five hundred, large outlying district. 
Excellent practice, no competition, low overhead, 
established thirty years. Good schools and shop- 
ping district. Office and apartment in same build- 
ing. All dentist has to do is come in and go to 
work. Leaving state due to ill health. ‘'572’’ 
Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Two-chair dental office, Ritter equip- 
ment, x-ray; air conditioning. Practice averages 
fifteen thousand doliars annually. Chicago south 
side. ‘‘573’’ Oral Hygiene, Pittsburgh, Pa. 








FOR SALE: Well-established residential practice 
and eight room house located in rapidly growing 
boom town a few miles from Houston, Texas. The 
— is fully equipped. Best location in Texas 
for ambitious dentist. Reason for selling: age. 
**574’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Outstanding dental practice in Cin- 
cinnati, Ohio. Six chairs, complete equipment 
and x-ray. Annual gross over fifty thousand 
dollars. Must give up due to ill health. ‘‘575’’ Oral 
Hygiene, Pittsburgh, Pa. 





FOR SALE: Well equipped two-chair dental of- 
fice located in one of the best industrial cities 
in Ohio. Population sixty-five thousand. Twenty 
years in same location. Low overhead, good fees. 
no Sunday or evening hours. Will sell one-half 
interest on a percentage basis. ‘‘Opportunity’’ 
Oral Hygiene, Pittsburgh, Pa. 





SELLING YOUR PRACTICE: Why not also use 
the classified columns of The Dental Students’ 
Magazine? National circulation 10,200 monthly. 
This includes over 3,000 recent dental graduates 
(U.S.A. and Canada). Many of these readers are 
looking for an opportunity such as you have to 
offer. Our rates, $3.00 for 50 words or less, 10c 
per word additional; check with order. Write 
Dental Students’ Magazine, 125-5th Ave., Clin- 
ton, Ta. 
FOR SALE, ‘RENT, or a dentist to work on com- 
mission. I have to retire on account of health 
and eye sight. Located in good town in North 
Dakota. ‘‘576’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Practice and equipment: in St. Paul. 
Minn., downtown location. Retiring from practice 
about ‘January 1, 1949. ‘‘577’’ Oral Hygiene, Pitts- 
burgh, Pa. 








FOR SALE: Dental practice; complete office and 
laboratory equipment, two years old. Entering 
service. Dr. Harrison Hannon, Green Bay, Wis- 
consin. 





FOR SALE: Dental practice located in Greens- 
burg, Pa.. on Main Street, population twenty- 
nine thousand: cash forty-five hundred dollars 
Includes dark room. laboratory. reception room. 
supplies. Ritter equipment and new furniture. 
Owner called to Navy. Mrs. George I. Gilchrest, 
310 Chestnut St., Derry, Pa. 
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AMERIC OTH POWDER 


Dr. Lyon’s Tooth Powder 

is an efficient cleansing and 
polishing agent that removes 
both film and surface 


stains. [t has a refreshing 


flavor and is easy to use. 


I DRLYOn. &f 
i yn TT” 
Dr. Lyon’s has merited ae TO) ‘sy | 


the confidence of the a: 








Dental Profession for 


over sixty years. 


USED BY MORE 
PEOPLE THAN 
ANY OTHER 
BRAND OF 
TOOTH POWDER 
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Although we aim for accuracy in this index, last- 
minute changes often alter page numbers and po- 
sitions 


Adopta- Hobby. 
American Cabinet Co. 
American Chicle Co. 


Austenal Laboratories. Inc. 


Baker & Co.. Inc. 

Baldor Electric C 

Baybank Pharmaceuticals. Inc. 
Bayer Co. 

Bendick Co 

Boos Dental Laborator ies. “Inc.., 
Bristol Laboratories. 
Bristol-Myers Co. 

Buffalo Dental Mfg. Co. 


.2 
‘Henry P. 1888-89 


Camel Cigarettes 
Castle Co.. Wilmot 
Caulk Co 

entral Dental Mfg. Co. 
handler Co M. 
hicago- Wheel & Mfg. 
hurch & Dwight Co.. 
leveland Dental Mfg. Co. 
Goane 

Coe SAEED Inc. 
Columbia Dentoform Corp. 
Columbus Dental Mfg. Co. 
Colwell Publishing Co. 
Comfort Mfg. Co. 
Commercial Solvents See. 
Cook-Waite Laboratories. eh RIMS OF 

1894-95. M1066. 1980. 1934. 1996 

Coralite Dental Products Co. 2020 
Corega Chemical Co. 
Corona Dental Products 
Crescent Dental Mfg. Co. 
Cutter Laboratories 





DeMar 

cosy 5 RE Co. 
Dental Perfection Co. 
Denticator 

Dentists’ Research Agency 
Dentists’ Supply Co., The 
Dentyne Gum 

Dewey School of Orthodontia 
Dresch yg vs 
Drucker Co.. Au 

Durallium Products "Cau. 


Eastman Kodak Co. 
Emerson Books. Inc. 


Fast Co.. James G. 
Pischer & Co.. 
Flossy Dental Corp. 
Foredom ~-e008 Co. 
Forhan 

Seruvle P: ‘oducts Co. 
FR Corporation 


Getz Corp.. 
Glazbrook 
Goldsmith Bros., Smelting & Refining Co. .. 


Haack Laboratories. Inc. 
Halford Laboratories 
Hanau Engineering Co. 
Handpiece Glove Co. 
Harvey Dental Specialty Co. 
Hatch Co.. B. G. 

Helix Dental Products 
Hoffmann-LaRoche. 
Hoover Uniforms 
Hudson Products. Inc. 
Hu-Friedy Mfg. Co. . 


Inlays. In 
international Nickel Co.., 


Jelenko & Co.. Inc.., 
Justi & Son. Inc.. 


Kalmor Mfg. Co 
Kerr Mfe. C 

Kolynos 

Kontormax, Division, ‘Permatex Co.. 


Laclede Laboratories. Inc. 
Lang Dental Mfg. Co. 
Lauer Metal Shop 
Lavoris Co 

Lyons Tooth Powder. 


Masel Co.. Isaac .... ee ee 
McKesson Appliance Co. ea 
Medi-Kote Coinpany 

finimax Co. 

izzy. Inc. 

ny -Otto Co 

foyer Co., J. ird 

Mullen Bros. 





National Confectioners’ Ass'n. 
Ney Co.. J. M. 

Nobilium Products. Inc. ... 
Novocol Chemical Mfg. Co. 
Num Specialty Co. 


Ohio Chemical & Mfg. Co. 
Ovaltine 


Parker Co.. 

Pelton & Crane Co.. he 

Periodontal Specialties Co. 

Pfingst Oo. 

ha eerie ppostatts Co. 

Poliden 

adios Metals Research Works ...........:1 
Professional Printing Co. ... , 
Prometheus Electric Corp. . 

Prophylactic Brush Co. .... 


Reforma Hotel 

Reliance Dental 

Reynolds To>acco Co.. 

Rinn X-Ray Products. Inc. 

Ritter Co.. 

Rocky Mountain Metal Products Co. ........) 
Rose. David 

Rystan Co.. 


Schneider. M. W. 

Silvodent Co.. 

Speyer Smelting & Refining Co. 
Spyco Smelting & eee Co. 
Sterile Products Co 
Stim-U-Dents 

Sweet. Chester T. 


Torit Mfg. Co. 


Vernon-Benshoff Co. 
Vick Chemical Co. 


Wander Co. 

Weber Dental Mfg. Co. 
Wernet Dental Mfg. Co. 
Westchester Dental Mfg. Co. 
White Dental Mfg. Co.. 
Whitehall Pharmacal Co. 
Wilmot Castle Co 


Xttrium Co. 
Young Dental Mfg. Co. .ccccccccccccvecese 
PRINTED IN U 


A.L.GARBER CO. ASHLAND,OHIO 








Mr.- i f. VITA 


Presents 


products 
mulated for 


Six 
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ental profession 
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. +. and we'll be looking 
for you at the Chicago meeting 


FORMULA PRODUCT'S 
FLUORINE (TROCHES) 


Calcium fluoride with vita- 
mins "C” and “D”. Home 
treatment, as an aid in che 
prevention of dental caries. 
RX 1 TROCHE daily. List: 
$2.95 per 100 TROCHES. 


FORMULA PRODUCT'S 


SFORMPLEX” 

A balanced high potency 
multi-vitamin concentrate 
containing 9 vitamins, 6 
mincrals plus yeast and liver 
RX 2 Tabs. daily. List. $2.40 
per 100 Tabs. $21 95 per 
1000 Tabs. 


FORMULA PRODUCT'S 


* “SANFORD'S SOLUTION” 
(Cold Disinfectant ) 


A disinfectant solution spe- 
cially prepared for the cold 
disinfection of surgical and 
dental instruments. Non-cor- 
rosive, rapid in action and 
stainless. Contains: alcohol 
(SDA Cal 1219) 70 gms, 
Cresol USP 2 gms; Glycerine 
5 gms; distilled water 23 gms. 
List: $1.00 per Pint, $6.60 
per Gallon 


FORMULA PRODUCT'S 


FLUORINE (SOLUTION 2%) 
Topical Treatment, as an aid in the 
prevention of dental caries in chil- 
dren up to 15 years of age. ( For of- 
fice use only ) List: $3.00 per 100 cc. 


FORMULA PRODUCT'S 


*"B” COMPLEX WITH "C” 


Each factor exactly seven times 
M.D.R.—truly a therapeutic dose 

. indicated as adjunctive treat- 
ment in Vincent's, Gingivitis, etc., 
when basically caused by nutri- 
tional deficiencies. RX 2-4 Tabs. 
daily. List: $2.95 per 50 Tabs. $5.45 
per 100 Tabs. 


FORMULA PRODUCT'S 


“ASCORBIC ACID”’ 
(U.S.P. 300 milligrams ). 
Each tablet exactly cen times 
M.D.R. of vitamin “C”. . to in- 
crease capillary fragility. RX 1 Tab. 
daily List: $3.30 per 60 Tabs. $4.50 

per 100 Tabs 


* Accepted Council on Dental Therapeutics, 
American Dental Association. 








INTRODUCTORY DISCOUNT: For a limited time only — 334% from List. 40% on Dozen Lots or More 
FORMULA PRODUCTS CO., 417 So. Hill St., Los Angeles, Calif. 


FLUORINE (SOLUTION 2%) —_. 100 ce. ) Bill Me ("} Check Enclosed 
FLUORINE (TROCHES) —_—— 100 Troches 





oe COMPLEX WITH OY eee W'S cee 1008 


FORMPLEX (Multi Vit.) tities TD teens Ce 
STREET. 





ASCORBIC ACID (Vit. ”C”) ou €9’s a 1M’s 
SANFORD’S SOLUTION qm PINS commu Gols. CITY, 











RITTER UNIT FEATURES: 


Every Operating Instru- 
ment at your fingertips. 
Low voltage instru- 
ments, air, vacuum, 
water, waste and gas 
all at easy arm’s reach. 


Finest Engine, 1000 to 
6500 rpm at hand- 
piece. Affords perfect 
control and flexibility. 


All Cord Engine Arm 
duplicates human arm 
with shoulder, elbow 
and wrist joints. En- 
ables unhampered use 
of handpiece. 


90° Swinging Cuspidor 
gives complete free- 
dom of movement for 
you and your assistant 
at both sides of chair. 


Flexible Engine Mownt- 
ing. No connecting 
wires to break or short 
circuit. 


Today the opportunity for success 
awaits the dentist who has both 
talent and the ability to please. 

Your own training and your own 
skill entitle you to high success— 
to increase your prestige and your 
income. 


You can do your best work with 
equipment made to facilitate your 
skill and built to win confidence in 
your patients. Designed from the 
experience of leading practitioners, 
Ritter has been the equipment of the 
leaders for over half a century. 


Ritter—The Equipment Preferred by the Majority of Dentists 


stter 


COMPANY, INCORPORATED 
RITTER PARK, ROCHESTER 3, N.Y. 


BUILT UP TO A STANDARD...NOT DOWN T0 A PRICE 











) THE FAMOUS 


FOR CHAMPIONSHIP 
PERFORMANCE 


| TINKER 4 for general inlay work, % 
crowns an@abutments, and SPYCO #1 
for cast Jridges, inlays and abutmen 
where ximum strength is essential, hafe 
all of Zhe physical qualities required fto 
| withsfand the battering of opposing te 
Thege two golds have the hardness to 
vest spreading of gingival margings 
ting or the forces of masticatio 
ey burnish beautifully. They p 
Thigh precious metal content and rgh gold 
color. Tinker #1 is certified tofcomply 
with A.D.A. Specifications for inJAy golds, 
Type B, Spyco #1H for Type 










TINKER #2 is well qualified as the ideal 
casting gold for hard inlays, % crowns and 
cast bridgework where Aigh strength and 
minimum bulk are requisites. Tinker #2 
can ‘‘take it’’ under the most adverse con- 
ditions; its exceptionally high platinum 
content provides the great strength that 
carries whatever loads placed on it. This 
gold was one of the original specific alloys 
for the purpose, and may be judged by 
the fact that millions of successful cases 
are now in service. Tinker #2 is certified 
to comply with A.D.A. Specifications for 
inlay golds, Type C. 


TINKER #1 OR SPYCO #1H, $2.29 PER DWT. TINKER #2, $2.35 PER DWT. AT YOUR DEALER'S 


END US YOUR — 


// OR DIRECT 
| Fy \ i \ \ 


~S 









SPYCO SMELTING & REFINING CO. 


~ SCRAP — _ 51-57 souTH THIRD STREET 
HRU YOUR DEALER _- MINNEAPOLIS 1, MINNESOTA 


\ 


_ «1. Ipana is recommended by more than twice as 
many dentists as any other tooth paste. 

2. Ipana is used by more than twice as many 
dentists as any other tooth paste. 





- 


( According to a recent nationwide survey.) 
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